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W1 III—7^ 1 

[PART III—SECTION 1] 

3tk ^RT *TTCt 7T1 3#>i^q’llQJ 

[Notifications issued by the High Courts, the Comptroller and Auditor General, the Union> |*ub>>c 
Service Commission, the Indian Government Railways and by Attached and Subordmate Offices of 

the Government of India] 


4? f^F?Tt- ] 10003. fcii* 7 2009 

74, 1/2009/003/3/36/97- ^ T 334 ^33 

Tyf^T 44W447, 4f. 31. ^ 44 47RT4 M $ 

: s.12.2008 3 ^ 34^41 'm, 34~f4f4 HcfT^nr 47 

jrq t) 4774 11 

44. if, 44. f'MRT 
Xjftw 314TST47 (<*>ll*fo) 

TJF 44TeF1 

"’•f-iT-nir 3 !. +; <14 f744 w^\ 

744#-110003, f44T47 2 41444 2009 

xj. 3^ ^,. -5795/2009- ^447 (m 474T.)--47444 7l4T 4 
T-tf^r -^onf^Ti #r wii 4M34 oi.09.2008 4f 

-/[pi cp 5tf 4fT4 414471 4F4FT47 4 HI -S'ti ( 314?. 


3TR.44T.4.-5795) HO <MdRriM4 =£.flA£. ^4 ^ ^4!"^ 
01.12.2008 (4^) 47* 34k 44 ?* 44^417 cTFT f44I1 444714 
^71 ^pq ^ 4R[ 47T 4477T 7t f44147 01.12.2008 (, 'iffc?) $ 
fallen '3441 11 

741/1 3R 


77. 3lt.^[-4585/2009-4ilW47"l-~?lt if. 4u ^34441, 34 

^-qprj^: (fRH-4585) 3 did 34, 47 .ft 1 }. 4<rf, 44 717444 
T^qj £i Minora iifcTI f44I47 22.08.2008 4 m tisn 

4lf447KI £T7T 74T47T7 477 cf4 47 4f7 T 4T475r44 34444 344444 
7t STtpf 44 if 44^417 f4Hi47 01.01-2009 (44fe) i 444 f441 
tl 3fcf; 1447T 4T4 1T4 44T 44 4477f ff f44T47 01.01.2009 
(3^414) if ^m%\ 

4441 4R 

•^444 34 44744 ? «14 (47lfi471 


12 (.i( i I'lOOK 
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*TRcT mi TJWTZ, 3Rcf(| 24, 2009 (Rite 4, 1930) 


[^FTIIJ—7§TTfi 


ftetetm 5 ^FT^rfr 2009 

3Tt.^t.-3794/08-^TpfsF (teR.3TTR.)—TT^ri% *ft, 
tf. tt%^ rnr w (^n4- 77 i 7 ) ctei testerfjRte -jf^r nR 
t' r^r^oHlf^TRT (WFT3T =hHI ,J 44d) tet Tft 
*■ 15,600—39,100 mV te te. 5,400/- ifetecR te 3RRnte ten 
3 t^Tim 30.10,2008 C^m) te 3Tftm 3TI^T ^ wf tel 

mtet te1 te 11 lifter, te.ft.'g. ^ te ter fte 11 

"tei ms 

yTte'fl T4 nttlfteTRSTte (tete) 


t. 34t.tet.-372 3/07-tet 34R.tet. (Mm4441)—W4 tetetet 
£RT ^1=hi cteFTteSf tetetteTR Rite te' 4101^^.4, te/. TRIR tfte, 

teten 3#Tter, (tei-7022), 137 narfteRH te.fte'g. «r gro 

fctem 3o.o5.2oo8 (mm) 

Tn mn ter i4>0 te 3nch! nm ftenim 30.05.2008 ( 3 491 . ! % ) te 
4RFT1 teRT tl 

te rr 

#rt tt (rniftem) 


34. te. eft. - 3608/2008-miWn-l — 'TO {-K+.K t 3ft tte 
npR rrst, nr.tr.te. (tittr. 79) tet tester frte teten *r te 
tecPRTH te. 18,400-500-22,400/- (tetet*R ^ teWTO?) te. 
mm-nR tr 11 ! mtet ter ftete te 5 nte ter site m site stei 
mm ter tet nnte tete te; nftenr nniitete^m nn mr ftejmt fmnr 
ti 

2, nteteHR te7/!(] t nftm q^ipR'S^ tet - fr ti 7373 377 

■S-J ^ N * V r * ) < • * 1 \. ^* ' v ‘) *' ' 

tenRftenr 11 . 11.2008 (te^) mttenRftenti 

te rr 

"jftel Ti nFIRTT^Rl (miN^k) 

te ftet- 110003 , fterim 6 Rtet 2009 

44. 4te-2/2009-4tel--teTftte ^ ftnte 3475 TJTif 

tet nr Hiei^^M ijq te^, te.fuj. ®r, tew te te ter. 
w-mn, (ten ten- 5759 ) te Wflfnm 34ftemrte nrr nrnrc 

tertem 30.09.2008 (3n4n^) tet mm ten 

ter mn te 
^ mtetefw (ten) 

tewi tetete sfraite.^Tsn tr 

te tent- 110003 , item 30 ftenr 2008 

44. ^ 28017/1,telOOS/tete-2/225 i--tete fteiteR tel 
(te) tente, 1972 m ten 48 - 14 1 3 ttentem 


te teqfMcii te 34i^ te te nr teteftei 34tete nmte 
te ti Tte nm r tfr tef nf te te tete tetep 
fte/n^nRT n site k mt ntenR te te t ;— 


te. 


Wl 

ftefte 


i. 

ydm fte? 

nn?rfterr^/ 

30.11.2008 

te>te*R 




3 mf 


2. 

tet ter tei^wn offtes 

30.11.2008 

tetetep 




3^ 

Rf tet "{kiteicrll 

3. 

tel rm 


30.11.2008 

teteten 




TRT? 






teld 1 


$m./- 3ttetn 

tetemtestte 


te tete-03, tern 5 Rtet 2009 

R. t- 38013 /te 34 Tte ( 34 n-te)/ 2008 ,tete-l/ 09 — 
tete. ^ ante ter fterte nr nrmR te ftem te 
34344^1 1 ij? temn cgte tmn Rte te tete 16 34^4, 
2008 te mtem rfr wh-ii. 27012/1 4 / 2008 . tte.-i ^rt 
teter te. 3T544R teter 34^ tei ^ 34 s 4 n tetearm 
te tet te mi teim 01.01.2006 tr ter te teT-4 
(te 37,400--67,000/-) n ite 8,900/- te tetei te mn 
n ntetem te nn m tto ter ti ^ tenm te 
Item i6.io.2008 te termr tefte nnteRn rfr te 3 ttotr 
t teatejn ^ tetefte mr n teteartei mi nte tef te 
site te M mte te r^jrr ti nterte^rm' te nn mr th^h 
fter rtr t:-- 


te. 

•tete^Tte r 


ftente 

tt tmntesiim R 

tt te 4 — 1^1 cf-, 1 

di<l<a 

I 

2 

3 

4 


(nteter) 



1 . 

te. tet. 

01.01.2006 


2 . 

tet, RT. Tlcfcl 

01,01.2006 


3. 

tet. te, m 

01.01.2006 

3 i.oi. 2 oo 6 tei 

4. 

nte- "5R. 1RTK 

01.01.2006 

3i.oi.2oo7 tet temftejd 

5. 

mi tr. ?rte 

01.01.2006 


6. 

tetmrnnmm 

01.01.2006 


7. 

tet. tet. tjr 

01.01.2006 


8 . 

te, mf. 

01.01.2006 

3i.08.2008 mi tempi< 3 ti 






^rm ht— 
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— 




1 

2 

3 

4 






9. 

jff. q^i. Fy41 

01.01.2006 


10 . 

&jk. wi ^ 

01.01.2006 

30.06.2008 471 #4lt#rl 

1 !. 

d). qugn 

01,01.2006 

31.01.2006 471 ^IrTf-cf 

12 . 

xr?4. qq. e+H^ri 

01.01.2006 


13. 

t\. qq. 

01.01.2006 

f4dt47 03.07.2008 (tfTRT?) 




^1 ^[^47 Rc(lf4^rl 

14. 

33jfl5T f<H 5 

01.01.2006 

3TTf34l ylO.M T TH) T RT ^ 




qfdt#{4tT 41 4R1 # 1 # 




05.12.2008 ft ■ftsftgq ft 




^5tc4T4ffcr 

15. 

W3T4 -^rciTT 

01.01.2006 

iq>i41 "t# ft W#3H 43 




fq4T47 11.06.2008 ft 




d4>Hl4V| c4T4-44ftt4TI 

16 . 

3Tf^ ^cm: 

01.01.2006 


17. 

^3R71?T 

23.03.2006 


IK. 

■q^T. IR. Tgm 

23.03.2006 

30.04.2007 471 ft'dlTd^Vl 

19. 


04.07.2006 


20 . 

q?i. '#. ftr^TT 

28.06.2006 


21 . 

q. >.h. m wti^i 

02.04.2007 


22 . 

45fr. qg. 

01.04.2008 


J } 

q. TTfl. 08.06.2008 


24. 

^PM7 ftTF 

01.09.2008 (3TC.) 

9 C 

tth n "qfq 

01.09.2008 

(374.) 

26. 

-Hd4U TTiq 

01.09.2008 (33q.) 

77 

4s. Ft. R n 3 

19,09.2008 C^.) 

2K. 

Iq^-i sM'Jtl 

01.09.2008 (m) 

29. 

qjq. m 4^ 

03.09.2008 (^t.) 

30. 

mrid 

02.09.2008 3R) 

31. 

Trg. 

01,09.2008 (m) 23Rj5ni #r ft 


wit./- m&fa 



'TORT #3T ?T«TT #IT RTtSIT 


^TRteR M^JsITW (#3T ^ W.) hHH'M WTTR 

^Hfr TcTT-700001, f#T33 26 feM 2008 

^R. Tgs^J. W'T/^l-55 C^ft)/n^-II/2610-2613—H6l<rkai<fcR 
(#3T ^ W.) hPnH ^Wf "£ 3TT^?T ^ 3T?R ■R^TT%? 

#§i zrfmrft tm-i #t w ^vr ^ ski wfa #3T 

^f^fr 15,600-39,100/- ^ ^ 


ftcH ^rqft 5,400/- ft mzm ciw wtfft ft 

•y^Tjrftq f^7§T 33feTft ^ W ft 01.01.2009 3 TfW r -6 H 

t£ f## ^ I'm ft ftt 3fl5 ft W]# ^cfaH M'Sii/TJr^ ^ 
=ft WST f#7sfcl fs#5TR ft 3TRB 3T#?T W7 ^ tftR "ylFftft 
773 | ft y 1 #ft ftl f<H! , =K ft ft ftt 33ftft ft fft? mRcIISTF 
ft 3fft [ 

yWfd ft ft #! 

1. ft 3mm ^ 

2. ft ft#J ' S T^I 

3'-Kidd 3#Rftrft ftt Tll^TcT ftft R3 33# dd4 ftl 

crfft^ 3J < RlftR #3T 33fftfrrft ft W ft 31^ W*T '3# ^ t^TT^ 
ft TH? ft 3#3 TW. 33T3. 22 (I)(RT) (i) ft Wd 3WT fftWT 
3mp Rft l 

f./- 33WTft 
^ -34 q?,! H^!aF7T7 (Trftm) 


U -gc^-qrr-I/^-73 ^3^-^/2614-2616—H5M<3i*>K 

(#3T ^ W.) ftTRR ftfiR ft 33lftr ft WJ fiHlftiftci Ift'RFTfa 
aftftwt 3m-ii ftt w 3 t£?t ^ f^^nm ftrar 3ftft*nft 
fT?~I ft W ft #33 2 T# 9,300—34,800/- # 

WI 4,800/- ft 33F3lft cTW WRTWT SM ft #*3FTP3 #§T 
3m-I ft W ft 01.01.2009 3T'9T3 W 17 ! Wl ft 
^ ^ ^ "sn^ W I ] s 'fT RcIhH PscO'sH/yrMsh =f> "dTR ^ 

mrSI feDsld 1^41-43 3 STFet '3TT^T TTRT ^ P.1 M t 9l , -rfd ^ ^ l 
"4 3fFlf?T ^ Fddi'+i ^ .^T 33^1 ^ %F HK'dlSTf ^ 3?F I 

3ft^rfcT iffei ^ 

i. aft ww 

33teT3t "^T 3ftmcl fR m 2T9ft ^cH tWR^ %% 
fc<qFfrq ^T 33fWTt ^ Wft TJ'RR TJW ^ f^TT^ 
3t TT^r W ^ 3R3 33R. 22 (I)(^fO (i) ^ ^ W 

wgct 

^./- ^McHl9 
■RWF3RTR (#31) 


13H WT 
*rroffa i3R ^3i 
RFT^:, 1#ft3T 31 #WTC 2008 

t(. ^-19011/214/2008-^. FT##—?ft 'F31- 303^, 

^K#l 33H ^31, 3TFJ 3TR 

^ FT «T^I # FToTmW f#T3) 31.10.2008 (33331^) 
^#^13 ^ tf ^ 11 


U ShHK^im 
y^l!3H 33fWlft 




RKR RT! TFTO, 5HRR 24, 2009 (RTR 4, 1930) 


Irruii-tr^! 


f^rN? 6 "RRRTt 2009 

77, n~ [90! 1'226/2008-T-RT. R.Rf.RT.- Rt R. Zf. 

•.•.r-rart -srfarenTT (rrrrt wrr), rrrrt titr ^jtt, rrrt/i 
rirrr 'iW{ tpr ^rf rt rrtMr r> k-ik' 

30.1 1.2008 ( 3TTO) R RRRRK ^ RR f i 

tt. R-^HT^iHI 
M3 3TFRR3RT 


3TfRRR7f ^ Wf 37,400--67,000/- -1 TR? R RRR 12,000 - 
(TTRRR RR 22.400--24,500/- ^ RcHOU) R)t 
3=a i M SfMRT, RMRTR#STRR 75,500—80,000/- + 
if (Tf^RR ^ RR 24,050--26,000/- Rf drHMh) R fRt 
3TgTfRTR RPR R 15 fRdW<, 20008 RT gRfe Tf, 3TFFTT 3TfM 
TR) TRTRFR RR Tf RPR RTF! tn llO/R RPcf f 1 

RlRT RR 21RT 


wra ^?nM trM 

chHdddl - 16, f2 Wit 2009 
xj. 55 R-32013,2-Z.R.lR. ()/2008-09/19RT--fRRT%f 

T^RRR XffR% R7! TfTgfa X[T TTrM ^ ■qrTRTR ^iPdR' TT^&RR 
R RRfptfRR fHiRIRl ( RRIP/pI) (RRR^PRl) RR MqHfcl RT 

jT.-rrfej -rrr -m ^fj5»] | ^; (-JJ^frfRXT) ^ RJ if ‘iTTTHR RcF'lpTR,' 

if XRR 18.400-500-22,400/- Rf RcFTRR R fWTFjRTTI 
^rp qr RXRR7 Rf TTFrR R#? R? MR Tf RRlfRR R1TR ^ 3-^clH 
• RiqiR R Tj RffcR RRFRft RR cMRR RR ^ 9K u ilH RP RSRRTR 
.3TFTTRT 3RRRTf RR •IH’iHlRd R17R t :-- 


sTRf iffRRi ff/RT Rf RIR 

RR ( ^RffRRTf) ^ ^ 

TJ 

RRRRR R7t M 

1. i-ift RR. '5ft. iffRRR 

01.09.2008 (3RRTf) 

2. Rf RRR R7RR RRf 

01.09.2008 (3TTCI?) 


RRtRRfR RRj 


7W4 3HiRRRT| MH 
R77 RMMTRT 

RilR'RnvTI -16, fRRTR7 9 RRRTf 2008 

Tf. 120 Rt.R 19011 (1 RTf.tf, )/07/19R--TTMR RT Mfcft 
ttrrt ■fepRR, RR-r-T RRjfTFTRT. Mf [. RkrIR ^MdR 
RH (R>fiM) (TFgir-‘ Rf ’ TTRRfRTT) RR R7 

xxfj f"iRT[ -q xqR 8,000-275-13,500/- ^ 99iHli R? Mr 

qxq if 24.1 2.2007 R> RRlfRR 3TFTTRt 2Hi^RTt RRi 

RR R RPR t! 

^f. 

fqRTTRT (RRRRr OR R?1RR) 

RTR tpxrrn] rRfRRR RPR 
TRfi 400085, fRRtRl 2 RRRO 2009 
TRM RT7RT/7 C 11 )/2008/*Rff-lV (/5R^T)/100--TTR c flR, ^HR( 

qrqR] 3iRRRR RTR R7 Rf RvTTR RPR R^, tRTTRi ^RlPl^ 


RRRR^T/7 (12)/2008/RRt- IV (3RRR)/100--WTR, RlRT 

■qrxxr 'iTRR'^IR RTR RT IHHRPiR t?TpRRT 'RRRTPR TRTR ; 4T 

^‘ttr’ if Ife RR 37,400—67.00/- + TT5R RlR 10,000/- 
(TRfPR ^ Rl^f 18,400--22,400/- R RcRRR) Rl) ‘MW 
^#TR3 arfRRTO^RRRT^^Wt 37,400--67,000/- *- TTR 
^ RfR 12,000/- (RratRRR^ 7 ^ 22,400—24,500/- ^RRRR ) 

if xri 4fR-HR|’f "H 15 KfcFRT, 2008 RT R, OTrTTRI 

RRT, RfpTTTR RR Tf RRR RPR RPR 11 

RPT 'pfRRTTR Rif RTR 

R. 


1 Rt. RPT RTR RRRRR 

2. RT TRRT R% 

3. RTTPRT RTTT 

4. Rf Rfe R^RK 2Rft 

5. R) fRTTiRT 1W 

6. tf. RRft ^gRR fRRTft 

7. ?ft RTcfTRl ^RK R/RTt 

8. ^f. RfTR RP1R TTRi 

9. Rt ♦R ^RK RtRtf 

10. /gf. ■gfRTB fm 

11. tf. RRRRRR HffTRRTR RRRFf 

12. tf. tRpfRf R7RR RFft 

13. Rf HlxIRR oqiTf 

14. tf. Mr OTC T^t 

15. Rf stM rrtrr 

16. tf. TpRTfCR RtRRR 

17. s|f RfMtRftRRTef RTRRRR ^RTRPR RRR 

18. Rf RRRP R7RR RR 


1 

i. 




OT71II—' 
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1 2____ _ _ 

19, OTRtOTc!^ OTRH fOTRR 

20 . eft -HcM^id 

21 , eft tpr rr T?rat 

22, eft rott sftft 

23. eft ot?r wfti 

24. "5t. TR ^MK fTH? 

23. tl. fOT ^rr ^r<n 

26 . eft R^T TR _ — 

W Rtf 


tfitf f^OTI 

vkt Rtf tfitf 

•^1-400094, ftfOT 5 ROTR 2009 

*feif TOPM/I (8)-m/2008/022-^tt « 

5 ^ R^Rt, 

^ f<RRh il OTRT, 2008 tf OTR 3 OTTRt Rvtf u 6 * ^ 
TMT (RRRT) 4 TOT 9,300 34,800/- * ^ ** + 

-ptR 4.200/- tf tfR OTR 4 3Tfel7t 

fTOTrt OTR % 1 

•4> 

tf. tf. ftf^ 
r>oot irotrt-ui 


7^\ 5^1-400705, MR 3 49 OT 2009 
^ fe'9/17 3RTR/2008/10--TT^tftf MRi'3 RRt fowl tf 

dtfOTtftfft/Rfftwtf OT 1 4RTR, 2008 tf ^ 
$ srtrt 3 TT^?rt rf irft roti 4 TRtf 37 , 400 --67, 000 /- tf 
5th TOT 8,900/- ftROTR tftft, RfOT^tf/RfftOTl 

frs ‘■sjt’, tfRR otr t :— 


3#4^^/33f™^ ^ 1 3OTR, 2008 tf ^ 

3 RFTTtf aifcft RF ROT7 3 Vti 37,400 67,000/- * 

%cR TOTI 8,700/- OT^R tfSct, 3lfR^/<tfOTR 

fte ‘xrq?’, tf tr 4 ItfRR OTTI 11 

1 , art trot w? rot a 

2. tf. ROTR RRTT 

tt. tf. ^rfr^eft 
5 / 2 M =6l44)ITt 


-3RT RR1OT OTlOT 

efttftf 5 ]hrr tftf 

tT^TTTf.-4 qtfkNR, fd'li'R 31 FdH^K 2008 

u 8-20/2006 tfl-m/7467--faOTTtf 
(Wg-13, TRtfRi) ^ fOTtftfr w Wife RfOTtfrtf tft 

5|cR ife 2 4 Rtf 9,300-34,800/- + tf=R tfj Rtf 4,800/- 
(55 TTtffOT 7,500-250-12,000/- WT) W W ^ ^OT 
^ * RRRR 3 W 3#FR1 (TRtftfO * W 

4l<ii % :-- ^_____ 

- ^i4iSr 


-5. 


1. oii'^R 

T-TFT-6, OT157 

10.10.2008 

2. s 4t 3T!T. ^RfrrFT 

TTqrn-4, 

24.10.2008 

3 . ?Tl ■#. 

■gOTi-n, 

21.08.2008 

4. ^ R. 

■ROTl-15, WFROTT 

21.10.2008 

s. eft ^ 

-g^qrn-4, 

29.08.2008 

6, eft 4. ot#ri 

■g^Fi-14, 4od1< 

19.11.2008 

7. eft 

WH-16, 

05.09.2008 

8. eft RROT TTF 

■gOTT-2, -3MRI 

01.09.2008 

9. eft 4ftUR fOT 

■gOTi-12 , 4pm 

03.11.2008 

10. eft qf*JR1R ^ftRT 

-g<RFM, R6 H^i<4R 

22.08.2008 


10. 4141 M*ii’i-1, -- 

^ f^ ^em 5itorft ?ro 3iww<iij5H w ^ ? 1 


TJ74. -&. fW$\ 

f5^R3 (W44) 


1. -OTOTR IOT1F1 
2> $ft Tfrop 5T1RROT 

5 , 4»l3<rft 

4^cZ( <4ij44((f) 


Tt. fTO9/17 3TTO/2008/U-TP?*, ^ 

tgtcnW Tjg 4WtPwl ^rt ^ TTS ‘t ^ r-t*-iGnr^d 


^FTOTTf RT4 OTHR4 

TfR^R 

■<^ur) 3^MW1, 1956 3^5 

f^'HPRf^l ^ 4 

tRR, fOTR1 31 Rw«K 2008 

■g -3nT,3tl.^./*to560 (3)/2618-^rt«W™. 1955^ 


2—42& CI/2008 





^nTrf 3FT[ 24, 2009 (ITR 4, 1930) 


f hft nr—i 


% R7 Rnm d dn nm ^ ^rrt Rfd ■Rrd 5rfdRR7 ^trot d^tct 
1 '"«b'^i w dr tPjirr d to f^Ti "imn'ii dd rrt f^rfei 

3R dt *mtdt :— 


srq RTnrdt 


cb^dl '3T7 "^IFT 


1 . 10626 371 




^fr^F ^pt^rt ^fpfnrt Tferr 

dt rr. rrr 
RRRTt Tfdw 


'^^h! 3 rfyfwr, 1956 afk 

dird dt j h , j fi ^41 Htifn PoP-idg dr td 00 d 

3 T?TTO^rr^-3Sooi 3, fdd^r 5 wrd 2009 

d. -3qrr. 3tr.^ft./43254/Tr^r^T3/560/2007~08—^FvFxpft 'STfndFTn, 
1956 ^fr «rnj 560 'dt ( 3 ) dr 3T^mw d -q^sm 
dt "^TTcTt d fdr R7 cfnd§ d dfa RR7 'd ‘SRIRT dnd dt W^ftRT TdtrR 
PoP-ldS =R RTTf jxrz yfd^cH ^TRr dd? R fdrRT Tfqf d 
d^TR d r 4-.I2 l<qi : jH 0,OI 3ftT ^FO-O'dl fd Effect cR d Rll/dl | 

RRcO i^llli 
WR3T TfdRJIT 

^m, rr rk ^fr 


Rrnpft 3rfnfwr, 1956 dfr 

3*1-411004, fdRT^T 30 ^ 2008 

d. 37R.37l.dtdt/560 ( 5 )/301 (i)--3>WRt RfdfWl, 1956 

^ qrci 560 ^ft ymr ( 5 ) dr 373777*1 d wsri ^ dt 

7R7R d qTTZ fRTT RTT t #7 ^ pRjfecT cR dt ^ t! 

dt. dt errr 

ERRlt 

RS17R? 


^di t % fend arnr^TT v^dfed yi^d Idifefes qq rft str 
dd7R d W fd*H RRT t 3% W RTKpft ^r dt 11 

dt dr. =f)Tcd<+> 4 

RRCRt /P^K 
W7TC 


Wdl 3#rf™, 1956 37t7 
■ fVw4 *r^Wr -j n r .., rr ... -~. r % .. .c—__* 


nvivi v~m *I^C HTIMC-S c rl iqqq H 

■yit-411004, fdTO 30 2008 

d. 3R.37t,77t.dt./560 (5)/303 (i)—37fqfRTd 1956 
"dt RT71 560 RTt WTRI ( 5) ^ 37^nRT d IW^KI ^TT dt 
: jii<iI t'fdr d)o ^dlPiqRo¥[^d<i RHlHi-s^TTRFT 3TR 
R RTJ Z fdqi O'M! % -Sfrc 13 <Mc| cb^-Hi) Id^fdcl rr dt % I 

dt. df. 

^rdt ifd^R 


^il 3ddfwi, 1956 3fd 

dnd adReT Tfldedqr dl^^Tn RTddz%M^^fd^rd 

^t-411004, fdro 30 2008 

d. 3TR.3d.dr.dt./56o (5)/304 (i)—'RR^di srfnfdRn, 1956 
^rt RRI 560 ■3RnnT ( 5 ) efr 3TJF1T0T d TTcf^iTi "q^ 0[^Ht df 

wdi % fdr dnd di m^ dfqsdqr dir 10 3 ofd 2 frrToio ^t rft 

34R ifdTST d W[Z fdRT TRT t #T ^Rxpft fd^fed ^R dt Tff 11 

dt. dl cord^ j 
T^R?R 

ww 


RRRdt -sddiwi, 1956 dd 

dr fd*m d 

■ 301 - 41 1004, tdd^r 30 ^fT 2008 
d. 33R.3d.dt.dt/560 (5 )/305 (i)—OTdt sddfdRR, 1956 
^t m 560 ( 5 ) d- 313^301 d ^<$\{\ w 435 m dt 

wt % fdr dnd dtd^n ttrfdH Pnldcis ^7 rft 

3TR 7^1 w d qfi I ci fdoi RRl 13fd ‘Sckl <4> ^1 dl ^R dt nf 11 

dt. dt. Cbliq-R 
RRqdt ifdr^R 


^FTRdt 'RfnpTRR, 1956 3fn: 

3^-411004, fdrdtr 30^332008 
d. 33R.di.dt.dt./560 (5 )/302 (i)—■^Rndf 3ddiwt, 1955 

Rrt «trcr 56o ^t W4Rj ( 5 ) dr 373 ^ d 30^0 r? ■gxRi dt 


RRRdt irfdiwt, 1956 sdr 


30 MI1004, fdd^r 30 2008 

d. 3TR.3TT.RTt.dt./560 (5)/306 (i)—^TRdt BTfnfl00, 1956 
R>t ^RT 560 R>t "cRnRl ( 5) 37377701 d Rd^gKi ^ "3301 dt. 


i 










^rm in —'Tspz l] 
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RTti t % iRR tfRt 3flffed1W4T fd05£ *Pt RTR 3tR 
iiRR 5 ^Tnf^TT wf 3fk '^ C W =6 nil °FR it Rif 1? t 

oft. it. RHRRR 

<fi^R 


RTit f fi Ri3R R75 Rtfi^ fdlRdS RR R1R 3RR 

ifro* 5 rtc fin rri t ifo rrr rrr 5 titfet rr it Rf 11 

it. it. RR2RR 
RRRRtTfWR 
RW? 


rrr 5 atfifim, 1956 aft 


ifitRi 


■yir-41 ioo4, fcm 30 2008 

R. 3TR.3Tf.it.it./560 (5)/307 (ii)—RRRRt 3#[fRRR, 1956 

it «rnr 560 it rrrtr (5) it i qd^Ri rf r^ftt it 

t5rr* 5 RttzfiRi rri % aft rrr fiRfict rr it r^ 11 

it. it. rrsrr 
ot ft 




RRRdt 3#tfWT, 1956 m 

%i ?id SRdRi yj^faftesifiRR^ 

R5~4l 1004, fiRTRl 30 <JR 2008 

R. 3TR.5t.Rt.it./560 <5)/311 (i)—RRRdt 3#PR, 1956 
it m\ 56oitRRRRi (5) i atjRiR i orr^ri rftjrri it 
Riitt'li'iRiFiRf ^dni RnfMi.^ <^t ^TFT stt^t iiRR'R 
rre rri rrt! ikRRd wi fiiid RRitiii 

it. it. ifTt^R 
RRRiii^R: 


RRqit stfifiRR, 1956 3fnc 

isi ip ^ trd yriii frfocs i twt R 
^n- 411004 , fiti 30^t 2008 

5. 3TR.-3tt.Rt.it./560 (5)/308 (t)--wit 3ii1wt, 1956 
RR ^TRT 560 it dTRTR (5) Rt oT^m^ 5 Rn r (StO RF ^4Hi it 

Trnit t ti itti ^rt o^t t£§ Rifiz fdfids rr rir rtr 
idwt 5 rrr fit! rri t 55 rrct rrr 5 tiRfet rr it r| 11 


it. it. rrrrr 
4)nil ifi'WR 

R's.RTRj 


■HFTJwpfr 3 tfiwt, 1956 aft 
4^5 uRio sn^d tdPRd^ i tiq<9 r 

"95-411004, tiiRT 30 RJR 2008 
5. 3TR.3Tt.5t.it./560 (5)/3l2 (i)—RRRdt 3TfifWT, 1956 

—rA. o-r^. r s r, -A irroTm i r \ tt * 1 - v i "j n 11 i t -ft Trji ' ayr r r t ttp* tt^tttt RV 
<=*>! emi ^OU T>1 '5'1'HI'U V J) Ml '-TJ l 'Ci\“i n V'HJsjM mi? ii mi 

^TTcft tfi-foli ^iv i O - ti ' O 91^^fdfH^^t RRl ifiRR 

i WfiTT RRt t 3tk ^ 4 ?uh 1 fcmfid ^7 it Ti 11 

it. it. W3R( 
^Plit tf3R?R 
LT^'KRR 


^writ 3#tfim, 1956 #t 
it^R M ^ isrc yi|y<d rdfcrfe 5 twt i 

■g5“ 4 11004, fidRt 30^1 2008 

i. 3TR.it.it.it./560 (5 )/309 (i)—^F9pft 3tfi™, 1956 
it ^RT 560 it W4Rt (5) i 3T^RW.i O'd^K'l RF ^tJ^Rt it 
ATtit t fi %ti itcR fit RRg i^R ■ytiizfilii^'^dtR arrst 
Tfror i -efts fin rr t ii ^t ^rcqit tiidct it 11 

it. it. '4)|d'=fR 
RRRit 


■^TRit aiifwt, 1956 3fR 



■g5-4H004, tiTRt 30^5 2008 
5. ^3tR.3tt.it.it./560 (5 )/313 (i)—^Rfi iiw, 1956 

it m 560 it^4w ( 5 ) 5 i Tr^ra ^-^ir 
^ttii^iR^iR^^Rit yi^dfdfR'fe^TdFt $m 
ii ^t: 5 ^tztin Rit t ii ^t RtRi tiied it Rf 11 

it. it. '-rRRfR 
RTRi 


RTRit 3iiwt, 1956 #T 
ini ii'RT ^ y i^d Pdfod^ 5 fwi i 

^Tl-411004, fiti 30 2008 

5. 3tR.3i.it.it./560 (5)/310 (i)--^Ri StfifPpm, 1956 

it ym 560 it wtri ( 5) i 3 rjrrt 5 ir^sri r?rjrr it 


RTRit 3#tfwt, 1956 3tk 




■55-411004, r<di 30 2008 

5. 3m.it.it.it./560 (5)/3i4 (i)--RTRit stfifwt, 1956 
it RRI 560 it 1RRRI (5) i 3T5OT R 6d^RT R? 4JRR1 it 
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TORT TOT RTORR, TOTOTOt 24, 2009 (RTR 4, 1930) 


['TOT III—TTOTO1 


~m\ t % tot ^TfRrf 3 TTZTqTT^TO TOfRR M*&S TOT TOR TOR 
TfTORT RTORfTORRTOt TOfc TO TOTOTO fallen TOTTOR? 11 

TO. TO. TORTOT 
TORT ifTOR 

rtotr? 


tot t fro Ttrof tor toTr Rrororf to#e tor sTRTfTOr 

ft to fron to t rofr to totorT frorfer tot to r| f i 

■5ft. TO. TORTOT 
TORT J. M-RU 
HS-.KlR 


TOTOTO StfvfWT, 1956 TOfc 
tat TORRR 34lTOtfTOT 13 )TTT "517#^ I^Tf^T^ ^ fRPTOT ^ 

RTOTO!1004, tTOTTTO' 30 T5JR 2008 
R. 3TR.3TTTOTO./560 (5)/315 (i)—TOTOTt TOfafTOTR, 1956 
TOT TOR 560 TO TOTTOR (5) TO TO^RTR f '-R^lO ^ RRTO ?t 
TOT t TTO itRTf TTfTRR RfTOfRTO TO TOR Prifo^ TOT TO TOR 

rtorto r Rz fro to % sHr tot TORt Proffer tot to r? 11 

Rt. it, TORTOT 
/ TORtTfroro 

RTORR 


TOTOTO TOfafeTTO, 1956 3% 
fefe to wt yr^d Rrpqes TO fro R 

"5^-411004, fTOR 30 TOR 2008 

TO. 3TR.3ft.TOt.Rt-/560 (5)/319 (i)- -TOTOTO feRfTOTTO, 1956 
TO TOT 560 TO TOTTOR (5) TO 3T^TOI R Ud <£1R TO TfTOTT TO TOTTO 
% fTO A P 4 H6R fenf TTTfTO fepHci? TO TOT TOR TpTORT ft TOR 

fro to t -rotr tot tortrT frorfer to to r? t \ 

TO TO, TORTOT 
TOTOTO TffeRTI 
RTRTTR 


TOTOTT TOfaffeR, 1956 TOR 

ThqrJT^TOTOTOfTOlTOTO^ U\$$i fefiRSTOfTOTR f 
TjTO-411004, fTOTTTO 30 "^T 2008 
TO. 3TR.3TI,TOT.TO./560 (5 )/316 (i)- -TOTOTO TOfMRRR, 1956 
TOT TOT 5oO TOT TO TOT (5) TO TORRTTO TO TOR^jTO TO TJhTO TO 
RRT % fTO RRR TOR feTOTOpTOt PTO^V^H 9 \(<U PdPH^S TOT TOR 

rtto ifroro to tor fron rrt t tor totot tortto frorfer tot rot Rf 

Ii 

TO, TO. TORTOT 

rncrrar tP^ctit 

T» ' t If \l -i \ yi \ 

TOTOTOR 


TOTOTO 3tMtoTTO, 1956 TOR 
TOTOTO T-TOT TOTTORRRRR TOfTO Pr^-S TO fTOTOT TO 
3 fe 4 11004 , frortro 30 ~ 3 R 200 s 
TO. 3TR.3TT.TOT.TO./560 ( 5)/317 (i)--TOTOTt TOfefRRR, 1956 
TO TOR 560 TOT TOTTOR (5) TOT TOfTOTO TO UcT'^ITl TO? TJRTO t 
TOTcft t fro RRR T-TOR 3TffrTOTTOfcTOl 9ifR ~<L PdPpTO-. tot tor tor 
TOtotot TO tor froro rrt t toTt totot totorT frorfcR tot toT to i 

TO. TO. TORTOT 
TOTOTO TTTOTOR 
RTOTTR 


TOTOTO TOfTOfWT, 1956 3TtT 

^torT tor TOTO ^rtoTO to|^ frofR^R to Itotot R 
Tpt-4 11004 , frortro 30 ^r 2008 

R. 3TR.TOt.Tfr.RT./560 (5)/318 (l)--TOTORt 3TMTOTR, 1956 
TOT TOR 560 RTT TOTTOR (5) BRRRTf ^ RcITOaTTT W TJTOTT t 

■ Mou. 1 < ff 


roroptt 3#4fTOTR, 1956 3fa 

%Tf TOTOTO % UTO'HlljTOR HloffTO 9l^0d PdPTO^'^ fWT R 

■ 3 ^- 411004 , frortro 30^3 2008 

R. TOTT. 3 R.Tft.Rt ./560 ( 5)/320 (i)—TOTOTO 3 # 4 fTOTR, 1956 
TOT TOR 560 TOT TOTTOR ( 5 ) TO RETORT R ^d^SRl RRRTOTTTO TORT 
t fTO ^RTf TORRT ^TR TORfRRR Hl^fRl 91^03 PRpMd^ TOT TOR 
•TOR TfTORT ^ RRR froR RRT t ^fr R 5 R TOTOTO fTORfeT TOT Rf R^ 11 

TO. RT. TORTOT 
TO 1 RTO ifTOTTOT 
R?TTTR 


TORTOT 3##TRR, 1956 aftTO 

%m ^ Ri^t^ to?^ ro Iwr ^ 
■ 3 ^- 411004 , frortro 30^3 2008 

R. ■3TR.3tT,Rt,Rt./560 (5)/32l (i)—TORTOT 3 TTto 1TORR, 1956 
TOT TOR 560 TOT TOTTOR (5) TOTOJRTRR 9.6^10 TOJTOTOT TOT RTTcft 
t fTO ffRTf RpTTOclTOff RItoTr 1 9l^0d UlpHdi TOT TOR TOR TfTORT 

ft tor iroro tort t aftro roror rorrort frorfei TOTrorTOf 11 

TOt. TO. TORTOT 
TOTTOTT TfTOTTOR 
RTORR 


TOTOTO TOfRfTOTR, 1956 TOR 

#rr rt rt| toTto.. rolRt yi^ PdPn^ ro froror r 
3TR-4iioo4, frortro 30 ^r 2008 

R. 3RT.-3fT.RT,RT./560 (5)/322 (i)—roTOTOT TOfRfTOTR, 1956 
rot TOR 560 rot TOTTOR (5) ^ TOJRTOT R TOf^R'l Rf TJRTO TO TO1TO 
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r ‘TTO 111 — TsRF 1 


% TOri7fi otoi y idlii? 09 9T9 3TR 

tj -E^f^-qT TjTfi % 3ft7 OOF OiHOt fiofecf OR if O? % 1 

if, It. 097017 
OR99t <p46£U- 
OFUTR 


lirit t fe' toi ffRKR ifife Rlfa'is 09 010 3fF9 iOVJ. 
iOlpliOT TPTI t 3tftT 1J9F 0><-49t [qofid 017 it Of 1H r 

it. it. 099017 
OROit TfOTOR 

w 


■-f;cqit 3ffof9oo, 1956 air 

irri 90-010 oof oou 


iw i 


Tjnt- 411004 , RiOl 30 OR 2008 

U m- 3 i.#.it ./560 ( 5)/323 (o-oooit 1956 

if 0171 560 off "390171 ( 5 ) Of 379790 i M.cl^Kl OF 7 J 991 if 
% fO Am 90 OtO R 0 090 MOFF 09 919 3779 

9 099 R 01 ' TO 1 i 3317 330 0 R 99 t faofel OR if Of 11 

it. it. < 4 >l 3 . 4 R _ 

^lif Tf^R 

w? ✓ 

RR 99 t srfofOOO, 1956 #7 

irri toiooior 75)9 ooo orfio Mo£f or fsoo o 
Tjtfr- 411004 , tiro 30 9 J 9 2008 ^ 

i. 37 H.'it.it,if./ 560 ( 5)/324 (i)-- 0 R 99 't 3 ##m, 1956 
if mo 560 oft -39010 ( 5 ) of ^ 0 ^ 0 00 ^ O? ^OOT if 

iori tool t£r ooo oifio 09 oro rot 
Tfi^ if ofr fioi oor i afa oof ORoit faofcd or if of i i 

it. it. otror 

OR-oit iFi^U 

ofro? 


OROOt stfofFOO, 1956 3ti 

ioi iri^i iroo orfio filofrF'iloooi 

T^tff-4 11 ()04, tOFTOr 30 9J9 2008 
i, .307.if.7ft.it./560 ( 5 )/325 (i)--0999t 3##T00, 1956 
oft 017T 560 -it 990T7I (5) * i Ocf^lTf o^ ^Rf if 

-jffil | fi; itoTf otOFi tro oiiiF fipHcfF or oro 3 trt ^ 
or fioi oof % affc "300 orro! foofsF 07 it Of il 

if. it. 09007 
^T0it7fO7^I7 
OFROc 


OROFf 33fof999, 1956 if7 


^-411004, fiFTO! 30 OR 2008 

u 3TO3lWWt./560 (5)/326 (i)- -TOTO1 aW". ,95 f 
^ «ro 560^ wro (5) 4 wjtoji^toc^to^^hi^ 


jpTOt 3lft#TTO, 1956 3?R 

yi^qi fEnfHiii^ 

tji-411004, pjoim 30 op 2008 

i. 3ffR,3ft.7ft.it./560 (5 )/327 (i) OOOit 3#ffwf, 1956 
Orff 0171 560 Off 090171 ( 5 ) i" STJOT 0 ! i 9,6^10 OF TJOOl if 
^yrnffir i7i7t ftrooR oiiffio rdfoiFori oo srro j poi^o 
i c^f2 r<i|| 001 ^ 3tfr 000 OTRRt fiofel 0>7 if O^ % 1 

it. it. onoorr 
oooit tPotsr 


H^KI '<■ ‘ 


oooif Sffofooo, 1956 3ft7 


^fiooi 


■^-411004, fioiO! 30 “^0 2008 
7f. 307.3ft.7ft.it./560 (5)/328 (i)-OR9Tf 31^^900, 1956 

of) out 560 oft 09000 ( 5 ) ot O^OrO i OTR^UI OF T^RT Fl 

Tf^TRT 71 OTRfFOl 9011 4fU 309 00991 fiofel OR FT 03 F t 

if. it. Oi! dO) i 
OU99t OF7FR 
OFT7F? 


00991 3ffif90O, 1956 3ft7 

iori ooforol iitooi oiiiotRi^'^toooi 

'5^-411004, fioioi 30^9 2008 
7f. 307.il. 7 fr.il.,/560 (5)/329 ( 1 )—00091 '3ffof900, 1956 
Off 0171 560 Off 090171 (5) 9^ af^TTRl 9 9i^Kl OF 

init t fr -tori ^nfoTOt tiftooi oiio M&s on 010 ^ 

iioa i otr tioi 0011 ^ ooo oooit foofer or if oi i i 

it. it. 009017 
oooil 7fR7FU 
OFT7R7 


oooit Bffofwi, 1956 'ifo 

TKm oio 9t9^ %acT97f Olfic %f09TFOT 'f'T90 0 

■yO-411004, fi9T01 30 OJ0 2008 
t. 3m.3i1.fft.’ft./560 (5)6330 (i)-^TOTt SlffjftTO, 1956 
^ tTO560 ^TO»TO (5)^3gBOT^TO^1^^^ 


3 —426 Gl/2008 









[RTF III—1 


MTTrl RTT Tiff, fWt 24, 2009 (RTR 4, 1930) 


f RT F % RRR RRR ■gf'-TSl ifRRtf yh'fd fh'fRlU FT RTR 3TR 


<f R f i id fdf RRT h 3TTT "3 FT ftRR] [clMfed FT RT Ft? % ! 

it. FT FT3F? 
. F ff tifFR 

W? 

rrrrt srftriwr, 1956 Rh 
imi aTFrhiRT RtfiR r ^ tr * rT Iot r 

i pi- 411004, ffTTF 30 ^JR 2008 

R. 3tm3TF.Rt.RT./560 (5)/331 (i)--RRRRt 3tfhfRRR, 1956 
rf rtf 560 =ffr ■RR^rm (5) if 3 TJRtttt r ud^sut rf tjrrt it 

fit f If RRR 3tFJifRT FRRRRT Rtf^R tiftth? 'FI RTR 3TTR 
iff T4 RT3 fiRl RRI ff 3lh RRR RRRR] Icl'dlcia RR it R^ % \ 

it. it FTRFI 

t g r T r o f M ‘ f~ -r ) jn 

-f< *"T 3 i M v ! Vy|\ 

RfFR: 

Ffit RfifRRR, 1956 -3TTT 

ifi iftw iiHR yi^dfdf^cs^ fwi r 

5^-411004, IfTTF 30 ^R 2008 

r. Ri7.ir.i?.it,/56o 15 )/332 (i)--RRRit 3tfRhiRR. 1956 
RF RTF 560 RF RRRTF ( 5 ) Rf 3TRRRF i TfRf F RF w it 
fFT F tf RRR RffRF fRT-df RTFFT fffiFR Ft RTR 3TTR tfRd-cl 
R RTF ftf fRT F 3TR fB RFRRt fiqff rr it Ri f 1 

it. if. FTRRR 

rfrrt tT hRRt 
RFR'IFT 


RT^Ffl oiiffTR 1956 3th 
iRR 43nil if RTRtfhr RtfiR fafat? it jwi i 

FR1-411004. iRRT 30 FR 2008 

R. 31R, SR.Rt,RT./560 (5)/333 (i)—FfRT 3tfRfRRR. 1956 
ft RTF 560 RF RRRTF ( 5 ) if aTJRRJT h TRf'fgTO RF 4£RRT it 

fit t if Rrr rrrtr[ Rtifff firfRRFFi rtf rtf iff 

R FH TRRT RRT F 3TT7 fp FFTf fRRTff F7 if Tfi t i 

it. it. frfr 

f ™i TfRRTV 
RFRTF 

RFRF -itfifiRR, 1956 3TTT 
ffti i^^3'fr sFT^re tnfiRfRffef i 

Rif-411004, fiRIRT 30 ^R 2008 

R. 3Rv.ii.Rt.ir.,'560 ( 5)/334 (i)--'fcqRt 3#iRRR, 1956 
fl fit 560 ft 3RRRI (5) f 3TfRRti RR'^W RR RJ^FTt it 


fit i ff iRR fRRFRR 9lii'2 idtic? ft R1R Rif 

tfRRR 'i fTR iff OR] i 3ttt 3fi RRRRf iRRlRR fT it Rf i 1 

it. it. fiRfi 
f fit iff f 
RRTR f 


fRRT ffaiTRR. 1956 34tR 
iRR 3tRt>3tR iflk.lfii Jl RtiiR tflRiR ^ iRRR R 

^t-411004, iiRTf 30 ^R 2008 

R. 3RR.3T1 Rt.Rt./560 (5)/335 (i)--ffft fffRRR, 1956 
ft RTF 560 ft RRRRI ( 5) f STJRTR ^ RcfR§fRT RF RRRI it 
fit % tf RRR 3tTTt-3tR RfTtRTff RtfRR fcR iHi-S ft RTF 3TFR 
lifRt R RRR fiRT RRT % 3ftt RRR RRRRf fRRfef fR it R| f I 

Ri. Rt. FT3RR 
ffit »Tf-RT 
RRRtf 


RRRRt 'fRiRRR, 1956 3R7 
iRi ifeaR RRRf (itRRf) Rlfid KtfRiR f fRRR R 

^i-411004, fiRtf 30 ^R 2008 

R. m, 3Tt.Rt.Rt./560 (5 )/336 (i)--RRRRt RfRfRRR, 1956 
RR 5RR 56o ft RRRTR (5) f 3TRRTR ff RcfRgJR Rf tJRRT it 
fitiff ^RtifdfFi^f (ifeRT) RtfiRffMRflRTR RTF 
iff R fTR fiRT RRT t RfT RRRRt tiffeR RR if R^ f j 

it. it. frtfT 
RRRRi TfffR 
RRTRf 

RRRRt 3tfRfRRR, 1956 3th 
Rft ^JRRRf iff Rlfft If fRRR f fftR R 

RR-4! 1004, fftif 30 ^R 2008 

R. 3tR.3Tt.Rt.it./560 ( 5 ) '337 (i)—RRRR! BRRfdRR, 1956 
ft RRT 560 ft RRRTR ( 5 ) f 3R£RRR h RR^RI RF ^RT it 

fiiiff rrr 'FRftt ifi RtiiR htfRig fi rir :rir iff r 

ff iiRt RRT t 3th Rft RRRRT fiRtf ft if R^ h I 

if. Rt. ffRft 
ffif iitfr 
R^KIf 


RRRRT 3tfifRRR ; 1956 3th 

RRi RRcRRR RfttifR RftlRlTff 91 |i d fhrfRiR i - 1'dRR R 
^t-411004, fiRtf 30 ^R 2008 

R. 3tR.3tt.RT.it./560 (5)/338 (i)—RRRRT 3tfRiiRR, 1956 
Rfr RTF 560 ft RRRTF (5) ^ StJRtf i rfr^f rf RRRI it 
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-JTfrft % iFT IFFeTIfF TgFFFFF |#fFFTf 91^3 RiIh&S FF 
FFT 3FF ifFTFT F FFF TFFT FFT t sfa FFF FFFFT fFFfol FF FT 

F|F: 

Ft. Ft. 41341 
FFFFT 3p4T3l< 
FFFF? 


FFFFT 3#TfWT, 1956 m 

^pt-4110G4, feTNT 30 2008 

74 3TT7.3Tl.FT.FT./560 ( 5 )/347 (i)--4HFl •3Tf#TFF, 1956 
47 FFT 5b0 FF FFFFT (5 ) FT 3TFFF A 'itlFglF FT? T[FFT FT 
4PTt t fFT ^FTT f^F FFFFtFTt 91^3 PdPHd-g FF FTF 37R TpFTST 

r£ t 


S 4 i i • i ^ r> t 


FT. Ft. 4T3FF 
FFFFt tIwt 
H3>1TF? 


FFFFt 3##TFF, 1956 sfa 
TfFTt FTFFt cFFT 1 

Tpt 411004, fFFTFT 30 "^F 2008 

■JR. 3TR, 3ft.7Tf.Ft. / 5 60 (5)/348 (i)--FFFFt 3TfFTFFF, 1956 
tTyn 560 FF FFFTTT (5) F? FHTTTF F Odd^H! FF TJFFT Ft 

FTF 3TTF TfFFF A FFF fFFT FFT t 3fk FFF FFFFt IVdfel FF Ft 
7T? 11 


Ft. Ft. FTfHFF 
FFFFT fPdMIT 
F?TTF? 


FFFFt 3rfFfFFF, 1956 3ftT 
A^A FTFFTt FJFT FFFFt FtfFF PcdPH3^ FT fWT 3 

^-411004, fFFtFT 30 ^F 2008 

Ft. 3TF.3Tt.FTt.Ft./560 ( 5 )/350 (i)—FFFFt 3#TfFFF, 1956 
FTT FK1 560 FTt FFFTTT (5) Ft FT A FFFFRT FF TJFFt FT 
FFTFT t fFT FFTt FTFTFTT ^FT FFFFt 91 IF 3 IWoF? FTT FTF 3TFF 
TfFTFT FT FTTF fFFT FFT t 3^3 F3F FFFFT iFFfFF FF FT F? F I 

FT. FI. FFFFF 
FFFFT TfFTFTT 
FFTTPF 


FFFFt srfFfFFF, 1956 3TTT 
F7TT7 TFcFPT FFtFTT FTFFF iFTfFFF FT f“T r TF F 

Tpt-411004, fFFTFT 30 ^F 2008 

TT. 3TTT.3Tt.TTt.Ft./560 (5)/351 (i)—FFFFt STfotiOR, 1956 
FTt FTF 560 FTt FFFTF ( 5 ) Ft 3TFFTTFT 3 FF^TF FF ^FFT Ft 
fFT^FtFFTlFtFFTFTf 91^(3 W^FFTT FTF 3TTFTpFF2T 
Tt FTTF fFFT FFT t 3#T FFF FFFFt fFFfer FF Ft ^ 11 

Ft. FT. FFFFTT 
FFFFt TfFTFTT 
FFTFF 


FFFFT 3Tf#TFF, 1956 3ttT 
^FTI TtFI FTfe ^FFTFTT FT^F IMf^F F fFFF F 

FF-411004, iFFtFT 30 F[F 2008 

TT. 3TR.3Tt.TTt.Ft./560 (5)/352 (i)—FFFFT 3TfFfFFF, 1956 
FTt FTF 560 FF T3FFTF (5) ^ FTJTTTF 3 FTTFSTTT FF TJFFT FT 
^mt f fFT tTFF FFT F^F tFFTFTl FlfFF RllViF FF FTF 
3TR TtWT 3 FFF fFFT FFT t afa FFF FFFFt fFFfeT FTT FT T^fl 

FT. FT. FFFF7T 
FFFFTTfFTFTT 
FFT7F? 


FFFFt 3 TfFfFFF, 1956 FTT 
TTttF TjfF^rtFT FT^F RrttOiF FT iFFF 

FOT-411004, fFFTFT 30 ^F 2008 

TT. 3TT7.3TT.Tft.Ft.'560 (5)/349 (l)--FTRFt sFF’dFF, 1956 
FF FRT 560 FF T3FFT7T (5) FT STJFFF A FTTF5HT FF TJFFT Ft 
RHFT F TFT FTTTt F : 'FF4'4 pi oiF 9I^FS Pd fn 3 S FF FH 3TFF TfFTFT 
A FFF fFFT FFT t 3T1T FFF FFFFt fFFfFF FF FI F^ 11 

Ft. Ft. 41 FFT 
FFFFt TpFTFTT 
FFT7F? 


FFFFT 3TfFfFFF, 1956 3ftT 
■^FF FTFF FFFFF PelfHis^ fFFF A 

■yTt-411004, fFFtFT 30 ^F 2008 

F. 3TR,3ft.Ft.Ft./560 (5)/353 (i)--FFFFt -FMfFF, 1956 
Fft FTTT 560 FF FFFKT ( 5 ) ^ 3T^FFT A FFFFTTT FF ^FFT Ft 
f^-^FTf FtFF tFFFTl FTfFF PfPhPs FF FTF 3TTF 7,Pf+FT 

F FFF fFFT FFT t 3ftT FFF FFFFt fFFfel FF Ft F^ 11 

Ft. Ft. 41343 
FFFFt TtFTFIT 
7TFTTFS 
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RRit nfifwt, 1956 3fk 

ini wit ^fr i Tt^Fit i toto fdilto i twi i 


■cpt-411004, ftoto 30 to 2008 
ft. 3R.it.it.it./560 (5)/354 (i)—ntot STfafto, 1956 
it RR1 560 it nRRT (5 ) i i W^RT W ^HT i 

WTcft f to ini Wft jvftc toto fifito to RfR 3TR 

tonR i BTiz to nm i itr mn nmit finfto nr it 11 


nRRt <Uwi 




Wll 1956 ifT 

iffi cRRl iftonl nfii/rl 9l^<i Ptoisi ftol i 

^-411004, fitto 30 to 2008 
t. 31R. 3Tt.it.il/560 (5)/358 (i)—ntot STfifWT, 1956 

it nm 560 it nrnRi ( 5 ) i jrjtr^ i otog R1 ^^rt it 
tottfiini 3TWT ifitoT W Pitot 91^<i Ptotowntn 3TR 
Tftotonrrto w t ii nrto fiito rt if to i 1 

it. it. wwi 

towr 

WRTR , 


9"iHit oTpimH, 1956 3TR toTO 5-oR nrfi~< 
totonH fto-isi fWTi 


■ytt - 411004, tWW30^7 2008 

n. 3Rto.it.it../560 ( 59/355 (i)~-nrto 3iitor, 1956 
if RR| 560 it WIRI (5) i 3T5HRT i Ud^Rl R1? 3JW1 it 

wnrt t to ini ton nto*-3tfittoRT rw iiton PcoPiis nr 

RR 3TTR 7|”-1M* M Wd to RTT f ifT WTf Wl NOldl R it 

to t! 

it. it. nidnTT 

ntot tP^ 

Htt-ITIR 


ntot 3Tfq1wi, 1956 aftT 

nni tomn nipto y ito Prifito i tot i 

-411004, toto 30 to 2008 

,4 ,,^,-r .,44 - 4 V t4+ ,r,is ( e \ e f <; \ - i —rr r rt -jTf-tr fa - jT n mcc 

M. oii’t.oii.^ii.'ii./JOU fjRjJU ^1 j J “f»TM ^niMi'in, 

■Hfft nRT 560 if RRRf ( 5 ) i SRJRRl i iRRSKI RT TpR 1 i 
TTlit t til ini U 'dl dlV^io qi^dteirHdS^TTRFT 33R <1^1 W 
n rir tim om 13fir "^ri nRnit i^fer mr it 11 


it. if. RiTWT 

wit &'*w 

Mr-111 61 


RTPRl 3TfntWf, 1956 3fa 



^-411004, fiini 30 ^f 2008 

n. sir. it.nt.it./s 60 {5 9/359 (i)--^qit 3iifwn, 1956 
it nro 560 it 3wo (5 ) i 3ii«< u i i w^sro ^rt it 
mi t ii ini npn diiinn witiz Hnlni-s nr nrn 33 m 
to i w fin nm i afrt wn nmit fiiir mr it ^ 1 1 

it. it. nrwr 
ntot iPn^R 
~zm j z 


nmit 3rfnfto, 1956 in 

-to tot qtoTW* nrifiT ntot nrto i tto i 

nit-411004, iin 30 ^R 2008 
i, 33R.3Tt.if.it./560 ( 5 )/360 (i)--nrwpfl 33R1ROM, 1956 

it nm 560 it Rnmrr (5) i 3t^wi i w^gRi mr it 
tot i ti ini fnit o-r^iwr niifio nr nil mto RiTnis nr 
m niRTfi^inrrto wiitiRnn nrtot fq^to nnit 
Mt i 

it. if. nrfwr 
ntot 

MR-HTR 


nmit iiwr, 1956 ifr 

ini iatot iii-iR wzt untoi niir i i 
to-411004, 1iRR7 30 to 2008 
ft. STR.-if.ftt.it./560 ( 5 )/357 (i)-Wf 3##RRf, 1956 
it ^TRT 560 it RWRf ( 5 ) i dfW' 71 i Wto 1 ^ ^ 

tot i ti ini into to-n^ toto nwto nii fnito nr 
. Rn nrn inm i rtr tim rrt i iR wn 9 -nil tiito m if 
toil 

it. it. n-imn 
nrtot i^RR 
nwto 


nrtot arNwf, 1956 3fR 



to-4i 1004 , ftoi 30 to 2008 

i.ifR.it.it.it./560 (5 )/36 1 (i)—'ntot nrfitwt, 1956 
it hrt 560 it mnRt ( 5 ) i toRtof i totoKi nir ftto it 

tot t to ini fiwim itofini toto totito nr rm aw 
itoi i nrr fin w i tot nmif fiito m i rl 1 1 ^ 

it. it. nrmr 
toitoR 

Rtoto 


4 426 G1/2008 
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RR^Rt 33fRfRRR, 1956 3ffT 
•fcm ■9TFTT R?T3 ^cWRTf^rdfR^^fRRRif 

■yjt-411004, fRRTRT 30^1 2008 

R. 33R.33),Rt.Rt./560 (5 )/362 (i)--RRR^ 33fRfRRR, 1956 
RR RRT 560 RTT RRRRT (5) Rt 3RJOT 3 U^^Kt R^ 7JRRT RT 
RTRf t RF 3RFRT RR3 cfi'^IVR yi^2 RR RTR 33TR 

tPttrr ^ rttz Irrt rri t aSk rrr rwri PqRPdd rr Rt ^ 11 

Rt. Rt. rrrrr 

RHdl Tf3R^R 
R^RT^ 


RRRRt StfafRRR, 1956 3f tl 

timt ^Pi'd RIrRci RieffiR 9\i^t RiPh^-srt Pw-rRi 

■5^1-411004, P<ni=K 30 ^ 2008 

73, 33R.33t7T[.Rt./560 ( 5)/363 (i)—‘RRRRt 33fafRRR, 1956 
RR RRT 560 RR RRRRT (5) Rt 3 RciqSM ^T^RRT Rt 

jM t’farlfcrcf ■3jfR^ frfqFRr^T TTT^f^TT STT^H MhZZ RR RTR 33FT 
TfiwRR 73 'BFnR f^RT RRT f 33T7 RRR RWRT tRRfed RR RT R^ %! 

RT. RT. RRRRR 
RRRRt <Pd3tiK 
R^RR? 


RRRRt 33fRfW3, 1956 33R 
w; ttrri 3TTR ^$fRR5t ftt|rr PnfOi^ Rt fRRR 3 

■ 5 ^- 41 1004, Pd.iich 30 RIR 2008 

73. RR.3Tt.73t.Rt./560 ( 5 )/364 (i)- -RRRRt 37fRfWT, 1956 
RTt RRT 560 RTt RRRRT (5) Rt ^3U u l 3 '<d^Rl R? - T^RRT Rt 
RTRTtt^'r^'FriTOT3qT3 $ el Rdl pi 9R RT?R2 Pi PP£-s R0RRT 33R 
TfRTRT 3 RRR fRRT RRT t 33t7 RRR RRRRt fRRped RR Rt R^ 11 

Rt. Rt. RTRRR 
( 4)*-H r i l TfR3?R 


RRRRt 33pRfRRR, 1956 33R 
TRt^ 3TfRtf^q R!^R RllRRR^ 

"5^1-411004, f^rt^F 30 2008 

R. 33R.33tRft.Rt./560 ( 5 ) /365 (i)--4RRdt 3TpRfRRR, 1956 
RTT RRT 560 RTt RRRRT ( 5 ) ^ -ST^RTR if RRR^RT R? - 7JRRT Rf 
Rifft % w, ■rfr) trR? thPniP-irIm urfRF foiP h^ 4 fi rtr 33^1 
7f3RRT R RTRfRRT Rnt^ ^R*Rt Pq»4pid ^R ^t "O? 11 

^T. RI, RFRRR 


RRRT1 33MRRR, 1956 3TR O^R^tRRRRR ^UM^H 



5^-411004, f?RTR3 30 2008 


R. 3TR.3tr.m-qt./560 (5)/366 ( 1 )—RTRTl RfRpRTR, 1956 
Rft WJ 560 RFt RqRRf ( 5 ) ^ if 0,6^10 RR ^RRT Rl 



fcrlffe RR RTR 3TR <PiRR Rf RTfZ t^RT RR1 f 3pR 2Rrt RRRRt 
PcOMfdd RR Rf R^ 11 


Rt Rt. R13R3 
RTRRtTf^R^R 
ROTR 


RRRRl RfRfRRR, 1956 3fR 

■^R^RRfRTRT^RlRR^ CtfRRT) RTf^MR^^fRRR^ . 

5R-411004, fRRIRT 30 2008 

R. 3TR,3Tl,Rt.Rt./560 (5)/367 (i)--RRRRI RfRfRRR, 1956 
Rff RRT 560 R7t R9R1R ( 5 ) ^ 3T5R3RT R Ort^SKI R^ FJRRI RI 
RI# f iRF iRRf HJfRli RRR f^TORcf (tfeR) Rlf^R,TrlT h^TS RR 
RIR 3TR TpTO: R RTTZ fRRl RR11 3Tfa RRRTl IrrIRcT RR Rf 

Rltl. 

Rt, Rt. RORRR 
RRRRt lf-iW 
RR1W 


RRRR RTRfRRR, 1956 3fR RrR RT RRR# RTsfcfR RRR 
RRRRR Rlf^RfRlfRRR ^ TRRR ^ 

5^-411004, 1RRTR3 30 ^R 2008 

R. 3TR.3Tt.RT.Rl./560 (5)/368 (i)—RRRRf RffRtRRR, 1956 
Rft RIR 560 R7t R9R1R (5) ^ RfRTR ^ RR^Rl R^ 7JRRT RT 
Rl?^ t% %Rf Rt RRRRT RtS^TR U,U4 %RtfRR RTtRR RR 
RIR 3TR -J.pRRR' ^ rrr fRRI RRT t 33^ RRR RRRRl f^ofid RR Rt 

R^tl 

Rt. Rt, RRRRR 
RRRRT 7JR7RR 
RRITt^ 


RRRRt RfRfRRR, 1956 3^3* 

■^R^i RRlft'RtR RtRt^R3 91^3 frifnisRl fRRR f 


RRRRt iPi^K 
MART'S? 


5^f-411004, fRRtRI 30 ^R 2008 

R. 3TR.33t.Rt.Rt./560 (5)/369 (i)--RRRRt 33fRfRRR, 1956 
Rft RRT 560 RTt RRRRT (5) ^ 3RJRTR ^ Udd^Kl RR 3JRR RT 
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^TTcft f fH HP3t3ffP PffPP^HP PlfpP ftdPH^S HP PR 33TH 
TfpRPT 33 TO fpHT PHT t 33t3 PPP HHPPl fHHfeT HR pi P^ f I 

Hi. PT. HPZ5R 
HHPPt {fH^P 
PPRTR 


HRPPT 33fHfpHP, 1956 3fR 
Wl HTpt PT^HP HT PHHH^ 

'5 T P-411004, 30 PJP 2008 

33. 33T7.33t.33l.Pt./56G (5)/370 (i)--HHPPt 1956 

Ht HRI 560 Hft PPHKT (5) HT 3PJ333H 3 Hdc&KI H^ 3JHPT pt 
HTcfl t fHT PRR wft HThT PT^HP fcrl fM^ ^ HP PTP 33TH <fa«< 33 
TO tpHT PHT t 3flt PHH HRPPt fHHfPd HR pi 11 

Hi. Pt. HPPHR 
HRPPl3tHPH3 
HfRP^ 


TORT 33pHfPHP, 1956 

phr TOTfd P Popart (ifm) PTfHPfRffeHtfHPHp 
^-411004, tSPNfT 30 Ajp 2008 
33. 3nT.3Tt.PP.Pt./560 (5)/371 (i)--HT^ 3#TfWT, 1956 
Hit HRT 560 H>t PPHI3I ( 5) H> R^TiTP p ’43 r v»i<i H?3 3JHPT Pt 
TOT) cHl<Td HtfPHTRR (pfpHT) RdPHii HP PTP 

33TH 3TH3P3 H TO fpHl PHT t 3pR PHT HRPPt fHHfpp HR pt P^ 11 

Hi. PT. TOHR 
HTOT TtRTZI? 


HHPP? 33f¥pHP, 1956 #T 
TtPRT 3TH^^Ltu^"4lpc[^fi faPp^ c£ fHPH 3 

^-411004, fpPTHT 30 2008 

33. 33R.3TT.3Tt.Pt./560 (5 )/372 (j)--HRPPt 33fHfpHP, 1956 
H7t HRT 560 HP PPHTP (5) Ht 3RJ333H 3 qp^pTTT H^ 3JHPT pt 
HTPf t % %3p 33H4 t^Pys 331^333? PTf%P PedPo^J HP PTP 33TP 
lfH3P7 3^ HPP fpHT PHT t Sttl PHT HRPpt PdHPdd H73 Ht P^ 11 

Hi. Pt. HPPHR 
HRPPt <PHR£K 
PPT3FP 

PHPPI RfHfpHP, 1956 3TtT 

hpti^ hU'h^r -sn^tz IrtPto ht fro P 

ppfr-411004, fpPTHT 30 PJP 2008 

33. 33K.3Tl.3Tt.Pt./560 ( 5 )/373 (l)—HRPPt PlfHfPHP, 1956 
HP HRT 560 °Ft PPHT3T (5) HT 33^333R 3 Pp^gRT W TJHHT Hi 


^TPt t fHT %3f TOl| 33TPH^3f HTfHZlPffHfe HP HTH 33TH 3fTO3 
^ TO ^ PHT t 3fl3 PHH HPR^ tHHfel HIT Ht 11 

Hi. PT. HPPHH 
hpphi Tf5T3^rr 

ww 


HHPPT 33pHfpHP, 1956 3pf3 
%P Hint Hp^HT [cpPh^^ h Phhp p 
^- 411004, f^pfHT 30 P£p 2008 

33. 3PT,3Tl.3Pl,Pt./560 (5)/374 (i)—HPfpPt 33pHfPHP, 1956 
Hfl HTP 560 Hfl PPHR1 (5) ^ ■33^333^ t} l^dd^KI W ^HPT Hi 
HTdttTH%3f 33IH1 =6Td'^®H 9l^i RdPH^ HP PTP 33TH 3pdW3 
31 TO fpHT PHT f 33^ ’3HP HPPPt fHpfel HH pt P^ 11 

Hi. PT. HTRHT 
HHPHl TfTOR 
pgnite 


HPPPt 3#PfpHP, 1956 3?R 
^333P STTHP^T PI^P M&Z H tHPH 3 

^-411004, fpPTHT 30 P£T 2008 

33. 3P3.3Tl,33l.Pt./560 (5)/375 (i)—HHPPT 'hMpHP, 1956 
HP HT3I 560 HP HPHTP (5) h - 3PJ3T3PI P ppPplP HP 3JHPT Pi 
HTcf t PHT ^P3T 3PHTTap IHPP P#P MpPH HP PTP 37TH rpRRT 

^TOf^PHTt^PPHHTOlPcjtiPddHHplPltl 

Hi. Pt. HIPHT 
HPPHl 3fp3PR 

Tii?i3Trj 

■, M -y 


HHPPt arfHfpHH, 1956 3fl3 
P7JP PT^33 91 ^ fHPH ^ 

^t-411004, fpPTH 30 ^P 2008 

33. 33R.3Tl.33l.pt./560 (5)/376 (i)—HRPPl 3TfHfpHP, 1956 
HTP 560 Wt HPHRl (5) Hi ^ Prf^Rf 3JHPT PT 

HTHl t tH> %3t P3fl PT^3T fedP h^' HP PIP 33TH31TO3 33 

TO fpHT PHT t 3fR PPP HRPPT fHpfel HR pt P^ 11 

HT. Pt. HPPHP 
HRPPl TfRPJR 
H^RT^ 


TORT 33fHfpHP, 1956 #3 

% 13 t HTpf d'Rffppf^T HTTTR^P RdPHP. 1 ? H fHPH P 
■5^-411004, fppfHT 30 ^3 2008 

33. 33R.PT1.3fl.Pt./560 ( 5 )/377 (i)-HPPPt 33pHfpHP, 1956 
=pt HTP 560 Ht PPHRf ( 5 ) H’ STfRTR p ppp^RT W 3^HPT pi 
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TO 0T WTT, TOTO# 24, 2009 (OTO 4, 1930) 


|TO[II—3TO1 


Tflcfl t # TO# T# i TOM# 9, U S 4iRtc# 9i#£#•# = TT 

W=\ 3TP3f TOMl TO OTTO #TT ROT t 3# TOOT TO# ### TO TO 


TOT. TOT, TO2TO 
TOT# #RTOK 

TOTO 


TOT# 3##TTOR, 1956 3# TOTOTO #51 TO^## WT 
'-hlHl wli=l".e ;, 4 T##TOTOf# y####?# Ml "0 

# -411004, f## 30 ^ 2008 

TO. 3TR.3ft.#.TOT,/560 ( 5 )/378 (i)--TOT# 3TfolTOTOTO, 1956 

TO TOO 560 # TOTOTOFI ( 5 ) TO SRJRITOT TO "TO^O TO "^TOl TO 

tott t fTO TO# o# totortot# fto otortpjMtor TO^#o## 

tii 4t V? TOvl!j tt rtrr Trrn ^rr^r TO#TT 01 "TOO f#n TOTOT TO 'TOO TOO 
TOT# TO## TO TO Of t" I 

eft. TO. TOTOTO 

TOT# #3RTR 
TOTTO 


TOT#t TOTOTOR, 1956 TO 

TO# TO# it# 9 #2 TO TO# TO TOmT "ft 

# 4 11004, fTO# 30 ^0 2008 

7 :. 30030 70 TO 560 f 5 1/379 (i)—TOTOTO #m, 1956 
TO TORI 560 TO "300171 (5) TO TO^TOO 0 T\i#TT ^ TO#" 

TOO t TTO TO# TO# ## ## iTOTOTOTTT OTO 300 #TOTO Of 

"TOTH #0 TOO % 3# TOO TOT# ### TOT TO # 11 

#. Of. TOTOTOT 

TOTOOt <TO#7 

TOTOTO? 


TOT# '##TOTO, 1^56 3# T 

■#-411004, fTO# 30 OJO 2008 

Tf. 3TO.30.#,TO./560 ( 5 )/381 (i)—TOTO# 3##TR, 1956 
TOT TOO 560 # TOTOTT (5) TO 3TTORTTOI 0 OOTOTOO TOO ^TOO TO 
■ 3 # TO % TO# TOtoR# Tf TOTO## #f#s TOO TOT 1 -' 300 •'.#<*• 
7 ] TO72 fTOo TOTOT t 3# TOTOT TOTOTO fTO## TOT TO # TO I 

TO. TO. TO I TOOT 
TOT# #TTOR 
TOTOTTTO 


TOTOTOTO 3TfTOfOTOTO, 1956 3# 


#1-411004, fTO# 30 "3J0 2008 


fTOTOTOTO 


tt ^jitt rTv iT i tO /cca t - ^ 121 > i fTj/\ij 196 

x-i, i- to t./ jou ti r .T 

TOft TOO 560 TOftTOTOTOTO (5) TO Tt^RTTO TO TO^fTT TO? TO 5 ™ ^ 

TOeft TO # TO# TOf#R TOT# # TOTO# 91 TO# f#HiS TOO TOTTO 

TOTO TfTOTOT ^ TOOT TOTOT13# TOTO1TOTOTO WTO TOT TO 0| 11 

TO. Of. TOT2TOT 
TOT 2 # Tf#TR 
TOTOTf^ 


TOT 2 # 3[f##R, 1956 3# 

TO# TT1TOTO #TR ## ##5 TO fOOTO "TO 
#1-411004, fTO# 30 OJTO 2008 - 

t|. 3TR. #.##./5 60 ( 5 )/383 (iV-TOT# #0 TO TOO. 1956 
# TORT 560 TOft TOTTOTT (5) # TO^TTTOI 3 OF TfTOOT TO 

TO# "t # ## TOOTO TOTTTO #TOc RiTm# TOO TOO' 30TO TlTOTTOT TO 
TOTOStTOTOT OTO^ 3# TOTOO TOT#### TOT TO # 

TO. TOT. TOTTOTOT 
tottotoT Tfrorror 


TO O# 3#TfWT, 1956 3# 

"##ro tottott oit# TOiTO# to TOmto to 

#1-411004, TO TO TO. 30 #1 2008 

TO 3TR.#.##./560 ( 5)/380 (i)—OT# 30 t TTTOTOT, 1956 
TOT TOiTl 560 TOT TTO^TRT ( 5) TO R TO.6TO.5H i To ^T31 TO 

f: froi TO# TOTOTOtor tot^tt t#TOr ## f#TO# tot totr 
T froor TO tottITOto on t 3 tkttottot# # 4 # tot TO# 1 1 

TO. #. totrtot 
tot# TOoitt 

TOOTTO 


TOT##TO#TOT, 1956 3#TO#TO0#"R#TOTOTO#^## 

ifm Mlj# #TOT TO 
#-4noo4, fTOrtro 30 2008 

TO. 3TR.3Tl.##./560 (5)/384 (i)—TOT# 3#f#R, 1956 

#t TORI 560 # TOTOTT (5) TO TOT^TTT TO T^T^TT ^ ^ 
TO# % fTO TO# TTf # "RTOTOfTel #T#T "JrTTO "##### 
TOT TOTR 3TOTO Tf#TOT TO OTTO f# TOT t 3# TOTT TOT# 1TO## TT 

TO#tl 

#. #. TOTTOTOT 
TOT# TfTOTTOR 

TW? 
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44 in—7^1| 


4,ml 3#rf444, 1956 3^1 


5ft- 411004, ftft47 30 ^4 2008 

ft. 3T4.3TT.ft,ft./560 (5)/385 (i)—444ft ftftfftrq, 1956 
44 441 560 4ft 3444T (5) ft 3T5444-ft OTT^gTTT 41? ^RI ft 
jUcfr ffft ftft ftft4 Psfi^io 91^3 Pdfr/dS "471 4T4 

3TT4ftW*ft 443fft4T44Tt ftft 344 4*4ft fftft3444"ft 4^ 11 

ft, ft. 44344 
44441 {fft?34 


4.RHI 3#ft444, 1956 ftfc 



"5^-411004, fftftF 30 "3J4 2008 

ft. 3TR3ft.ftt.ft./560 (5)/389 (i)—444ft 3#fwi, 1956 
4ft 441 560 34441 (5) ft ST^TRT "ft Od^KI 4? TT^TTr ft 

4lft 11ft fttfft 41^43 PdPoft; 471 4T4 344 

iFviWJ ft 443fftlT TP7T t 3ftr w 4444 fftftftl 44 ft 4^ 11 

ft, ’’ft, 4) I d44 

444ft 


444ft dftftftR, 1956 3pR 
ft?4lft£ sftlfth 91:? ft fclftft ft f444 ft 


444ft ftftfftR, 1956 34k 

ft4ft W y faffe ft ftl44 ft 


Tjft-411004, fftlftr 30 4J4 2008 

44, 3Tk.3Ti.4i.4i./ 56G (5)/386 (i)— C h<-H'ii 34 hH-HH, 1956 
4ft 44T 560 4ft 34441 ( 5 ) ft ft Od^^Rl 4? ft44 ft 

TrTRff t % ftaft ftft 91^4 PnFHdS4ri4T4 304 <Pj!«< ft 

4T13 fftlT 4411 3pR 334 et?wft P=i4fftl 44 ft 4? 11 

ft. ft). 44344 
444ft if4434 
w? 


1 J t ft-411004, fftlft 30^4 2008 

ft. 3TR.3fr.4fr. x IT./56U (5)/390 (i)--«tiHft dftftW?, 1956 
4ft 441 560 4ft 34441 (5) ft SFJOT ft 44454T 4? ^43T ft 
4TTcft t % ftsft ftftlT 41^43 44 4T4 304 ftftK* ft 

403 ffto 4411 3^T 344 444ft 1ftft34 44 ft 4^ 11 


ft, ft, 44344 
4444) ft"3434 
Mc-0'43 


444ft ftftfftTO, 1956 ftft 

44 ft ^14 ft3"^rft34T. 4ft4 9l^d fftPH3£ ft 1444ft 

4ft-411004, fftftF 30 4[4 2008 

ft, 3!R. 30. ft.ft./560 ( 5)/387 (i)—444ft ftftftR, 1956 
44 441 560 4ft 34414 (5) ft 3^4T4'ft ft^I4 4? ftftOT ft 
4lft % 1ft ftnft ^?T4 ft3 ^4^344. 4ft4 oftfts fftftftS 44 4T4 
3TR ftftHT ft 443 fft4 44T t 3ft4 344 444ft Iftftftl 44 ft 4^ 11 

ft. ft. 44344 
444ft iPrl'^R 
4044? 


444ft 3#ftft44, 1956 3lk 
ft4ft 4Rft Wlft34 91^ 3 •ftftftS'ft 1444 ft 

"54-411004-, IftftF 30 4[4 2008 

ft. 3TR.ft.ftt.ft./560 (5 )/391 (i)—444ft 1956 

4ft 4T4 560 4ft 34414 (5) ft 34J444 ft^^f^I4 4? ft44T ft 

ft 443 fftrr 441 ft 3ftr 344 444 ft fftftftr 44 ft 4 ^ ft 1 


ft, ft. 44344 

444ft ftft3R 
4FR43 


444ft ftftftro, 1956 ftr 
ft44 454 mU'lf ft ^ 4lftft3 fftPHft? ft f444 ft 

5ft-4 11004, fftfft 30 4£T 2008 

ft. 34T.ft.ftT,ft./560 ( 5 )/388 (i)—444ft 3ftft444, 1956 
ftt 4T4 560 ft! 344T4 ( 5 ) ft 3^444 ft Odft^ll! 4? ^44T ft 
4Tftftfft ft4ft 4ft4 'ieHMTftU Rlkfts444R 344 <P^l44 
ft 443 fftTl 44T ft 3fR 344 444ft ift-tfdcl 44 ft fft ft 1 

ft. ft. 44344 
4444T ft4R3R 
4?14^ 


444ft 3Tfftftl4, 1956 ftk 
ft4ft4ft4Cft47 : 


"5^-411004, 30 4R 2008 

ft. ■37K.ft.ft.ft./560 (5)/392 (i)—444ft 3ffft444, 1956 
4ft 441 560 4ft 34441 (5) ft 37^444 ft Od^lO W- ^RT ft 
4lft f fft ft^fft 4ft4T ft4T 34ftftfftft 41^43 "fftfftft? 44 4T4 
344 ftft?3i: ft 443fft4T 44T t 3f4344 444ft fftlfel 44 ft 4^ 11 


ft. ft. 44344 
444ft lft434 
4444J 


5—'426 G1/2008 











TK3 TTTTTTT, TTftt 24, 2009 (TIT 4, 1930) 


[TFIIII—TRT?1 


mm aftftfftrr, 1956 aft ft?ft j ftftft ftfr Tfftft 

(ffen) ftftr Irttt 

Tjft-411004, fftftT 30 FJT 200B 

ft. 3TR.ftt.ftt.ft./560 (5J/393 (i)--TRftt aftlfftlT, 1956 
ftt TRT 560 ftt TTTRT (5) ft 3RJOT ft UdggRI TF TJTTT ft 
Tift f rt 5TRI ftftft ftft; TTTF ftftftT (ftftqi) 'ftftrftlfTtF 
T7T TIT 37TT '(MRU; ft t aft TTT ^Hdl ftftftf TR 

ft ft ft 

ft. ft. 3>ld4R 

cf)<-M*ii <PjlRdK 

w? 


TRqftarfftftiT, 1956 aftftrftT^ftTT TTTfcgferrTT ft*F 

tfit sft^ftrf^ftfftfrft 
^r-4i 1004 , fftrirr 30 ajr 2008 

ft. 3TR.3Tt.^ft.' t fr./560 (5 )/397 (i)--TFTft arfftfftTT, 1956 
ftt TKT 560 ftt TTTKT ( 5 ) ft 3T3T7TT ft TF R[TT1 ft 

Tflft tfftftftRftftTEf wftjf^T IftFTT^T ftfftF 

371 TFT 33M (p4W{ ft TTTSfftTI TTT t aft T3T TFTTT fftlfef TR 

ftft ft 

ft. ft. T7TTTR 
TTRft TfftftR 
TFRRT 


wm\ arfftwi, 1956 aft 

TTft ftPT ftTv ft-HHfftM fftrr ft 


ft. 3TR. ft.ftt, ft. /560 ( 5)/394 (i)--TRTTT STfftTTT, 1956 
ft) tri 560 ftr mm (5) ft arjm ft ftKfta tf ftR ft 
Tift t ft" TTT ftF ftft ftftTfftftl 5TFT7 ffttTTF 37T TTT 3TTT 

ftftr ft TTRfftn tri t aft tt trtti faftft tr ft ft F! 

ft. ft. 37TTTR 
TT[ft ftft^R 
TFRR? 


FT arfftfftR, 1956 aft 
ftrft ft! ft-ftM ITRTFT Tftft fdFHft ft fw ft 




I'Ll _J'f ~1- 5?/l 1|KH 


ft. >3TR.ft.ftt.ft./560 ( 5)/398 (i)—FT 3TfftWT, 1956 
ft) trt 560 ftt tttri ( 5 ) ft 3-^rjui ft uo^gra tft^eri ft 
Rlftttft ftlft-RT ft^ft ^ V\ $i 37T TFT 3TR 

ftftTR ft Tirfftn trt t aft T3 T ft tftrfer rr ft ft ft i 

ft. ft. TROT 
TRTft ftftTR 
TFRRF 


■ 371 x 1 ft ;ftftftR, 1 956 aft ftnft ftftft37 ftRRTftFT 

ftFeftTT sftftrfftfftftFft fftTR ft 

ftl-411004, fftftT 30 ftT 2008 

ft. 3TR.aft.ftt.ft. 560 (5 )/395 (i)—TRftft aftftfftn, 1956 
ftt RRT 560 ftt aT^RT (5) ft 3Rjm ft IJdftgKl RF TJftFTT ft 
ft tft ftFrft ftftrftrr 

37T TIT 3TTT ftfter ft TTtftfl TTl t aft RTF TRTf fftftfti TR 
ft ft f i 

ft. ft. TR3R 
FT ftftTR 
TF1W- 


TTRft arfftftlT, 1956 3ft 
ftrft Fftn Fim Tg fftft ft 9 i fta ftftTF ft fftrr ft 

TI Ml a i i /"in /« Q A ‘,v4 J n O 

vrnuou^, in< jkj i i-s-'wu 

ft. 3TR.ft.ftt.ft./560 (5 )/399 (i)—<=hHft aftftftTT, 1956 
ftt m\ 5-60 ftt TRTTTT (5 ) ft BTjm ft 0,d<glO TF TftTT ft 
Tnft f tft ftrft tflT ftTRT Iftftft Tftftr fftfftFF TT TIT 
3FT ftftTT ft TTF iftr TR 11 aft TRiftt ftftftl 3R ft ft 11 

ft. ft. TTTTR 
TRxrft TfftTR 
TFRTT 


TRftt arfftftrT, 1956 aft 
iftft 3RF y;RTiftR Fftft fftftTF ft fW4 ft 

ftl-411004, tftrftr 30 ^T 2008 

ft. 3TR.aft.fttft./560 (5)/396 (i)--^TPftt aftftftR, 1956 
ft 'RTTI 560 ft TTyfRT ( 5 ) ft 3RfRm ft FFftftR RF ft 
Tft F ft ftrft 37T RRTftftT Tlftr IfttftF 3F TIT arra Tfftr 
ft RTF fm TTl t aft T 3 T 3.HHI fft-jfft TR ft ft 11 

ft. ft. TTFTR 
TRTTT ftftTR 
TFRR? 


TRqft aftrfftqr, 1956 aft 
ftrft ^5ft TftT fdfft‘3 ft fftTT ft 

xmt-diinrM fftft to 9008 

a ■ ■ - .,■->•••■ d\-- 

ft. 3TR.3tt.ftt.ft./560 (5)/400 (i)—TRTTI aftlfftr, 1956 
ft) vjri 560 ftt TT*4RT ( 5) ft 3Rf ^TTF ft OftftgNJ TF ^-RT ft 
Tfft t tft TTft TTFT TT#T ftiTTT T7T TIT W3 ftftTT ft 
TTTFtftTT TTT % aft T3T TRTTf fftftftl TR ft ft t 1 

ftt. ft. TTTFTR 
TRTft ftftTR 
TFRR? 







m m—ms . 11 
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+mff 44m, 1956 4l 
44 44 felPH^ + fro 3 

+44 ] 1004, f4t+ 30 2008 

R. 3+3.444/560 C5)/401 (i)--+R4 44m, 1956 
+7 +7T 560 +F +++71 (5) + 3+J77T+ + T+7^T+ m 7J+TT 4 
4161 |Ff+ +4 '4H s[+7H + 2'H 44 PlPnio +i +R 37T+ 

•4+r ~C +r+ f++ ++ t 4 +++ +mt w+?.d +7 4 4 11 

4. 4 +42471 

_„21 <— 

mm tK-TfdH 

HdKI+i 


++Rt 44 r+T, 1956 34 

44 443777 44 UUd, Mf+ +44 fdPH^ + 4+7 + 

■yn-411004, t^Tt^ 30 2008 

71. + K.444/560 (5)/402 (i)--++Ri 44+m, 1956 
+4 +71 560 +1 +++71 (5)4 3+JOT R Ocl^KI m 3£++ 4 
RTffr f f+ 44 443777 44++£7+f++T^Z [dPHi^ +T +T+ 

37R t '+I2'f<+ mitsfft 444 +^HI fq4<Wf +74 4 % I 

4 4 + 12+7 

3^H IN^Ir 

+1+++ 


+7+4 44+++, 1956 d4 

44 wwi +44+ +44: %f+fe 4 4+7 3 

+4-411004, 44+ 30 2008 

77. 3+7.3444/560 (5)/405 (i)—‘+*+4 444+7, 1956 
++ ++ 560 +7 +++71 ( 5 ) 4 37 * 377 + + ++^ri +ftj+tt 4 
3+4 I f4 44 W+<f| +r4l4l +rf4 R+f+tS+T +P7 3TR 4m 
4 TO f++T ++ f 3% +++ ++l4 f++4l +7444 

4. 4. + 1 ++T 

+J+4 jfdWK 
+ £111+. 


+++4 44+++, 1956 34 

44 tt%+ yrq'iT'4 +++ +4 t+ +44 PhPhcs 4 4++ if 

■yn-411004. f++T+ 30 +J+ 2008 

4. + [7.4,44/560 (5)/406 (i)—+++4 3Tfferf4RT, 1956 
4t m\ 560 +F ++++ (5 ) 4 dTJTTTR 3 tT^Rl +? ++HT 4 
7+4 t f4 44 ^ MrT?+4 m 

3TR ifRRT ^ + Id Cm RRt dfR2Rrf r^MP-d 47TRlR2t i 

Rt. i\. +13+1 
+TRRr iP^'^K 
RFRR? 


^TWRt 3#TfWT, 1956 3fTr 

f^ntR wl m%z Mi&z ^ fcm $ 

-tTTTl-4! 1004, t^i^ 30 2008 

R 3TR.33t.Rt. 1 Tt./560 (5 )/403 (i)--^Rt drfafWT, 1956 
+fl +TTT 560 +TT RR+RT (5) ^ STJTO 4 6„d<£KI 'IJ^RT ^F 
RRT tf+ -3TR iUbii ^ 

+421 f^tr R+l t - dfiT -344 +^- 41 ! l^'dldd 4rl "nl % I 

^T. it. W4R 
+ + 3F Tf^R4R 
PR 


4RR 1956 3TR 

f^t+R 'RTRS^n: f^ff^RT 31Tf44 

R^F-411004, f&fo 30 ^PT 2008 

'Jt ' 

4 STR. SfF.Rjt.RF./SOO (5)/407 (i)—+R44F 3Tfvfw?, 1956 

+t +R1 560 +rF W4R1 (5)4 a^Rpruj R xr^r\ ^ Tt£ERT 4 
WF t % fRt+R 4F444R 4TR 

3 tr 4 ^ 4 to f 4 n w t 4 r 444 wm\ f 4 rfei m 4 4 | 11 

4. 4. +13+7 
+trrF 44?r 


+ + H1 1956 3fR 


r'4'+ 



^F-411004, 44+ 30^4 2008 


4, 3+7.34.4.4./ 5 60 ( 5 )/404 (i)—+ HH1 344m, 1956 

4F m 560 4f +R+KT (5)4 3T^R+ -cf IJ+c^KI m TJRRT 4 
Ricft I f+ 44 r 4+ +44 444? +i m -3 tr 

Tftm + +n+ 14n mi 134 ++r +ml 444 +r +F 411 


4. +r. +12+7 
+mfr 4 r^r 
h^ki^ 


+mt 44m, 1956 +4 

44+77 4+77 vmz 444 + 1 + 7 ++ 

4^-411004, 4++ 30^+ 2008 
77. 37R.37F.44./560 (5)/408 (i)—+HHl 44m, 1956 

4 m\ 560 +r mm ( 5)4 3 t^fr+ ^ ud^ui m 7 j++ 4 
+41 f+ 44 +77 4 + 77 1444+ +4444 s+i m 3 tr 
if+m +r£f 4 r ++134 ++r +mt fmfer +7 4 411 

+F. 4 +12+7 

+++ t4t?r 
+?rt+ 
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TOTOTO TOf^TOTTO, 1956 TOR 


tototr 


TOTORT TOkrfWT, 1956 TOfc 

wro tottot Itototo iTORtro yi^k RiPnds to Itotto to 


^-4)1004, kntTO 30^ 2008 

TO. TOTT.TO1.TTT.TO./560 (5)/409 (i)--TORdl 33f^Pl4H, 1956 
TOT TO 560 TOt WTO ( 5) k TO-jTRTO 3 U.d^KI TO? T£TOTI TO 
TORT tTTOTOTTTt TITkR 9l$Rd f^tTOk^TOTTOTO TOTTO <pifR.T 

74 tor kroi tot 1 ktr w towtt frofet TO k TO| t I 

TO. TOf. «RdTO'< 
TO RTOf if^l^dR 
TO?RTR 


?TO-411004, fTOTTTO 30 2008 

TO. 3TTT.3TT.TTt.TOT./560 (5 )/413 (i)--TORTOt TOfTOfTOTOTO, 1956 

toT mn 560 tot wto (5) to -tojtortto rrtoto to? w k 

TOlk t % TOT fTORTO TOT^R kkk? TOT TO TORT 

TfTORT TO cfTTZ kTOT TOT t TOk RTOT TORT fTOlkcT TO k TO| 11 

k. k. tcto 

TOTOTT <r^R 
TO?TTTTO 


TORT TOfkklTO, 1956 TO 
TOTTTO TO ^ Tj -bk c T> Ml^d RrlFniS k fTOTTO ^ 

Tpt-4 11004, kRTO 30 "?? 2008 

TO. 3TTT.3tr.RT.RT./560 (5)/410 (i)—TORI' TOfakTOTO, 1956 
TOT TO 560 TOT WTO ( 5 ) k TO?TOTTO TO RRTOTT TO T£TOTT k 
TOik t fk klTTO ?TR WfRTO rcipH^TOTO TORT TOfRT. k 

to fro totot?tor w tori frorofer to k to^ 11 

TO TO. TORTOT 
TOTORtlfTORR 
TORTTO 


TOTOft 3#TO1, 1956 ktT 
kTOTO ^TTORt fTORiro k TWT3 

■grow 1004 , kkro 30 2008 

TO. -3TR.STT.TOTt.TOt./560 (5)/411 (i)—TOTOTf TOfTOkTOTO, 1956 
TO TO 560 TO TO TOT (5 ) TO TO?TOTR 3 l[dc£KT TO T£TOTT k 
TORT % fro kW TOR Hi !k o^i’H yi^TO kifniS TO TO TORTTkRRT 
f\ TOsfron tot t tott wr totorT ItotoIr? to k to*11 

TO. TO. TORTOT 
TORTOt TfTOTRR 
TOTTO 


TORT RfTOWT, 1956 TOk 
TORT TOkTOTO kkRk TORTOR fkfTOR? TO fTOTTO TT 

TJTO 41 1004, frotro 30 to? 2008 

TO, 3TO.TO.TOTO.. 560 ( 5 )/412 (i)--TORT TOfkTOTOTO, 1956 
TO TOT 560 TO TO TOT (5) TO TO?TOTTO k RICSKI TO \TOl 
^If^^^^TOTOR^TOTO^ 9l|^fdfq?S'TOTOT 3TRT <PdTO 
R TOT kro RTO t 3TR tor totot fTOfTO TOT TO ^ % 1 

TO. Rt. TORTOT 


TOTOTf RflTfTOR, 1956 



^[-411004, kTOTO 30 *£T 2008 

R. 3TR.TO.Rt. T ft./560 ( 5 )/414 (i)—TOTOTO 3Tfi|fiTOT, 1956 
TOt TOTT 560 TOT TOTOTT (5) ^ ^T^RTO ^ TRTORT TO T£TOT TO 

Tfroro ^ torTtott tot t #twt tototo trofTOr tot k M t 1 


TOT. TO. TORTOT 
TOWTt TkrTTOT 
TOTTTTO 


tor fr TOkrkro, 1956 stTt 

TOrT 3TTtTT TO5RR TO|TO fd H3S TO TTORT R 

^k-411004, kroro 30 2008 

R. 3TRRTT.RT.RT./560 ( 5 )/415 (i)--TOWTT 3Tf^fTOTOT, 1956 
TOft TOTT 560 TOTTOTOTT (5) t TO?TTTOT R 0^3510 W TJTOT TO 
TOTOfTrokfRf 3RTTT <45iicr^ yi^qd Pdfr-i^TOTTOR TORT TkfTTORT 
TOR kro TOTT t 3tr WT TOTOTt krofTOT TOT ^T M 11 

' TO. TO. TORTOT 

TOTOTO TkR?R 

W? 


towT TOkitwr, 1956 #( ^trT WRRTT kTOfcTO RTO 



?k-4i 1004, kroro 30 2008 

TT. TOR.toT.ROT./ 560 (5 )/416 (i)—TOWTt toMtoR, 1956 
TOT TOT! 560 TOt WTTTI (5) TO TO?TRTO TO Ud^lTO TO? ^pn ?T 

rrT t fro kroro k TORkroT kTOkn tortrti?? towr 1 tow; 


tototoT tTtorr 
TOTOTITO 
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fFTTRdR Rfl RTR 3TT3T Ip-URR i RTTd fiRT RRT t 3?R RRcl RRRRt 
fsrqfer rr it f i 


RRRRt 3##m, 1956 3ffT 
-$rr RRictR RpinRi rt^er yai^ PdPods it iRRR i 


it. it. «+>'li<=R 
ofvRit <r<w 
R?KRd 


iRRi arfafwr, 1956 sftr 

RRR i^VN.H R.fR TJl^id fetP-1^^ it H’-lR r 
pi-411 004, fafa 30 RJR 2008 


xfot-411004, f^^i'SFT 30 2008 

4 m3tl.Rt.it./560 ( 5 )/420 (i)—BTfifRRR, 1956 
it RRT 560 it "3RRIR (5) it 3RJRTR R 0.0<#KI RfT iR-HI it 

Ricft t % RrR RRiit RfiRRT it^dR ifid PdPHi'-S' rtt rtr 

37TR TpJRdT R RRdfiRT RRT t 3?R 3RR RRRit RR itR^t I 

it. it. RRdRR 
^pqitiwR 
WRrp 


R, 3TTt,3tt.Rt.it./560 ( 5)/'417 (i) — RRRRt STpRfWt, 

1 95 6 it RTTT 560 it RRRTR ( 5 ) i 3TpRT°7 R UcIcpRf 
tjv, RjRl it RTcft t fi RRR «r«t>dt<-i RiR Rliiz [diidR 
R7T TTR 3TFR TfRTdl R RTTd fiR7 RRT t itd RRR 4, H it 
T^RfdR RR it RR f i 

it. it. dildRR 
RRRit iiR£R 
RTtRRd 


^RRRT 3iiPm. 1956 sffc 
RRR 3TR^rR RtfiRl RfiRR yifid fd^ tWt R 

pi--41 1004, fiHfRT 30 yjR 2008 

R. 3TR.3R.Rt.it./560 (5)/4l8 (i)--RRRRt RfRpTRR, 
19 56 it RRT 560 if WTTR (5) i 3TRRTR R O.dR&KI 

_ r\ £. <L r..- -.-A' T T-r-| I I P i Pii i i i I i CJ * \ i i tt t J Jf l ~~r 

q f> | <;f s?lin ! $ !<=n H tlR1 oil H ^ K *11! *b "-il 1 ‘-l tl v« A I3 H c 

fRtRRR RR RTR 3RR TfRRdT R RH7 iRRT RRT t 3TtT 6RR 
cfRRit RR it R? 11 

ir. it. «hld«h< 
*'PR TfRRH 

rot? 


RRRdt 3##RR, 1956 

Rrr rttr 3ni Rrird y r^id [dfod? it iiRt i 

RRt-411004, fdd’RF 30 Rp 2008 

R. 3TIT.3tt.RT.it./560 (5)/421 (i)—RfRpRTR, 1956 
RTR 560 Ri RRRRT (5) ^.RpRtR i RrT^TR RF TpRl it 

Ri f fa iRi it tp sri RRi'R Rtfid PdpH^s rh rtr arrst 

TpjfRi 4 i RRS fiRI RRI t Bit? RRR RTRFtt fiRfet RR it R^ 11 


it. it- RTdRR 
4iHi1 dfiRR 
R^TR^ 


RRRRt 3tfRfRRR, 1956 ‘#2 



^R-411004, tiiRT 30^ 2008 


R. 3TR.3lt.Rt.it./560 (5)/422 (i)--RTRit >3#TfRRR, 1956 
it RRT 560 it RWR ( 5 ) i 3pRCR i R^TR Rl? ^RRl it 
RIcfttfiiRR itRT 


RTR 3RR iRtRT i W fit? RRT t 3tfk RRRR liidct RR it 

Rill 


it. it. R'ldRT 
RRli TfiRdR 
RFHRd 


RRRRt 3tfifRTR. 1956 3TR 

iRRifi-atra IrirdR tniid fiffe i fwt i 

PR-411004, tiiR3 30^ 2008 

R. -3TR.3TT.Rt.it./560 { 5 )/419 (i)—RRRRt StMitR, 1956 
it R1R 560 it 3RRTR ( 5 ) i 3RJRTR R O.d^UI RF RRRT it 

Rit i ii rrr writR Pil^i y d id Pnds rir stir iiddd 

R RR3 fdRl RRT t 3tk dRR RRRTt fiRfet RR it Ri tl 

it. it. RR2RR 
RRRi iRR-R 
R^IRP 



pi-411004, 30^ 2008 

R. 3TR.3Tt.Rt.it./560 (5)/423 (i)—RRRRt BTitfiRR, 1956 
it RR1 560 it RRRRT (5) i BTpRRR R tp^RT R? dfRRl it 
RTi 11% iRi RRR F'PRTpRR RTfid PdfOdo RR RtR 3TTR 
it RTfd fin RRT t '3fR RRR RRRRt fRRfdcl RR it Rf 11 

it. it. R7RRR 
RRRRt Tfit^R 
R^RRd 


6- -426 G1/200S 
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TORt 1956 sk 

mmmmrTtfmi cffmo y\$$z f^ifqeg m firr i 

^fr-41 1004, fiTTR 30 2008 

i. 3R.3i.it.it./560 (5 )/424 (i)--TORt Tffifwt, 1956 
W\ TRT 560 TTt mwj (5) TT 3 TfTRT T Td^gRt M ^TTT if 
to t fm mm mir mtm ( ifen ) mm Mmz totfttot 
it "TO fiTT TTT 1? TOT T> H'il iiTfid TR it T? o' I 


it. it. TOTT 
TTRTR 


TORT 3#m, 1956 3ffT 

mm tj'rtt tzq tor yi^m fTP-fis. ir fwi i 

■yn- 41 1004, firm 30 *jt 2008 

R, 3TJI.3it.mTL/560 ( 5 )/425 (i)—TOFTt 3mrfWT, 1956 
cjft TKi 560 to tttrt ( 5 ) it srpTT i M ^ 

t % mm Tfrrt im mir %fms to tft 3 tr 
mm i to firi mu t sfh: to TORt tV-idd tr it m 11 

TT. it. TOTR 

TORtTfm^R 


tort stfifrot, 1956 3m 

mm irom ^ito Trim Mm^m tirr t 

m-4i ioo4, tmm 30 mt 2008 

m. oTT.3TT.mm./560 { 5 )/426 (i)--TORT TtfiRTT, 1956 
TO TFT 560 it TOTRT (5) m 3FJHTT i FTggRI T^ TJTdl it 

wm t m mm mrom ^tfttttt mm is to tft 3tr 
ifrom to ito tr 1 3 m to to^ timm tr it m t i 

it. TT. TOTR 
TRTTt Tfm^R 
W? 


TORt mmm, 1956 3m mi STtfWfl felid'H 0 U £ un'im 

iforo mm Mrm it f?m i 

^n-411004, fmm 30 2008 

R. 31H.31!.mit./560 (5)/427 (i)—<=hHdi oififTTT, 1956 
TO TO 560 TO OTTO (5 ) it 3RRTq if t^'cfcTgTTT T? ‘SJTTt i 

TriTcft t m mm #frro from*? ort^ imm mm 

fomm TO TFT 3TTT ifTOO it TFT iTTf TTT t 3ftT TFT TORt 

mmoTTitmti 

it. it. wt 


TORt 3iiimFr, 1956 3ttr mm ioR TTit-i^mi 
omicirim yj mm& ^ mo i 

■yi-411004, imm 30 ^T 2008 

m. mrn.mtrn./56o (5)/428 (i)--TFmt rntm, 1956 

mt tkt 560 mt rnrni (5) ^ sTfFnn i ^dc^io t? it 

■nit %m mm mo Tit-mmmi imtmiH yi-im. mmisTT 

TFT 3TRRfm^m =6 1 3 Pd^tl TTT13fR TTT TORTf firfel TT ?J 

mti 

it. it, TTTTT 

TTRTtTfmTR 

Trnm 


TFTTT rnifTTT, 1956 3ftT 

mm^T TT<mt mm mm mmm # fmr i 


m. ' 3 TR.m.mt.it./ 56 o (5)7429 (i)--TFmt mmorr, 1956 

mt TTTT 560 mt TTTKT (5) ^ -3T^rnO T TTcT^gRT W TJTTT it 
t m mm ^T-Timt mtr TifmMimTT tft 3TTi Tfmrr 
m TO liTT TTT t 3m TTT TFTTt timm it m 11 


it. it. TOTOC 
TOfTt TtiRTR 


TTRTt TrfifWT, 1956 3m 

mm tt kiiKi'+r yi^efTfomitfiTT T 

TTTjt-4i 1004, firm 30 OFT 2008 

m, TO,3i.mt.it./560 (5)/430 (i)—TORT 3iifTTT, 1956 
m TRT 560 mt TTTRT (5) TT 3T^TRT T TTcJ^RT T? TJTTf it 

Tlittf^ mm TT RTTim yiii-d fcdfmTTT TFT 3TTT ifTOT i 

■TOtmnTTlt 3m TORt imfcR TT itmti 

it. it. TORT 
TORT TfiRTR 


TORt rnifTOT, 1956 3rh 

•mm Rq-TTR iilfHOftT fRR'm 9 \&Z TT fiTT i 
TT-411004. tTTTTT 30 TR 2008 

f c\ 

m. 3TR.3tt.mt.it,/560 ( 5 )/431 (i)—TORt rnifTTT, 1956 
TO TRT 560 Tit TTTTU (5) ^ Z4'f4m T FT^gRT W> TJTTT it 
TfTcft t fr mi FT-Tot i il id M Rt f ffJRHTJ-T 91 i fei fa ^ TO TFT 
•3TR iRRR m TO liTT TTT t 3m TO TO# firfeT RT it m 11 

it. it. TOTT 


_ o . _ry 

TORT TtTOR 
TfTRT^ 


TORtiTOR 
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TOTOt 3#rfTO, 1956 33U 
5Tlfk*K !>il|k3 tklkt^ kl fcfTO k 

411004, fkro 30^5 2008 

k. 33R.33tktkt./560 (5)/432 (i)—TOTOI StfkfkTOI, 1956 
TOt 'tTRT 560 TO TOTOT ( 5 ) ^ 3TOTTO k yd^KI TO ^ii kt 

k toh fkn tot 1 33 k tott TOrok frofeiTO kt ^ 1 1 


kt. kt. TOdTO 
totot krojrc 
tokir 


totot 33fkfkro, 1956 33 k krot < krk to w?s 
k'^33 sri'lkd MMli kt fro k 

^1~411004, kTO 30 2008 

k. TO.3tt.ktkt/560 ( 5 )/436 (i)—TOTOT STfafkTO, 1956 
TOT 560 ^ft TOTOT (5) kt TOfTOR k T^gm TO TJTOT ^ 
"snkttfkr ^k < krot TTcrr^ kPTOT toto fk ik to to 

TOT 33T31 kkTO k TORfTOl TOT % 33k TORT TORkt [cR-lidd TOT kl 

^Tltl 

kt. kt. TORTOT 
TO-HktI kd W.K 
TORTR 


TORTO 33fkfW3, 1956 33k 

krot fwuki totot ktror toito faffe to fro k 
■yn- 41 1004, fkroro 30 2008 

k. 3TR.ktkt.kt/56U (5)/433 (t) — TOHdi 3TfktTOH, 1956 
TOT TOT 560 TOt TOTO (5) kt 3TfTOT k TO<gRl TO T£TOT kt 

TOt t fro krrk fkTOkm tor kRR w^fkfkk^ tot bti^t 
kkRro k tor fkro tott 1 33 k rtot to-toI fkkror tot kt to; 1 1 

kt kt tortot 

Pli! kd^K 
3P? 


TORTt 33 Mto ? 1956 3TtT 
k^Tk ik^qktd ifgTf ^ki klfnclS kt fkro k ' 

^-411004, fkTTTO 30 2008 

k. 33R.3Ttkt.kt/560 ( 5 )/437 (i)—TORTO 33fkfWT, 1956 
TOt TO 560 TOT TOTO (5) kt 3TJTTRT k ^gKI TO T^TOTT kt 
^nkt t fkr %Tk pq^ kl d kft^T fkfVd^TOT TOT 33TR kTORT 
k TORIto TO t 33k TOT Mid TOT kt "nk 1 1 


kt, kt. totto: 

C b 4 -Mdl TTrRRR 

■JJrijJJW 


TORTO 33MTO3, 1956 33 k 
krk to ktkR3 mfks krfkk^ ^ fro k 


^t-4l 1004, fkTO 30^3 2008 


k, 33R.3Tt.ktkt./560 (5)/434 (i)--TOqkt 33fkfTO, 1956 
«rra 560 ^t ( 5 ) k’ 3 ?^tot k ^ kt 
wtt%k33kTOkt^?r ^dfHfi r ^ ^iTO33RikTO3:k 
to fro to 1 33 k to tort frofer to kt r? 1 1 

kt, kt. TO3TO 
TrJf^R 
TOW 


TOTOt 33MTO3, 1956 33k 


Tjk-411004, fkTO 30 ^3 2008 

k. 3TR.33t.kt,kt./560 (5)/438 (O-'-TOTO 33fkfTO3, 1956 
TOT 560 kt TOTOT (5 ) k 33^TOT k 0,d^HI TO ^ 
TOft t fkr krof aflSktfesy fkfkfe to to str 
T fkTO k to^ Ito to 13frr to toto trofer to kt M 11 


kt. kt. TORTO 
TOTOt kkHR 
TOKTR 


TOTO 33kTfW3, 1956 3tk 

krof 33k3TOTkrokTrkk^fkrfkk^^fkTOk 

^n-411004, tkro 30 2008 

k. 33TT.33t.kt.kt,/560 ( 5)/435 (i)—’TOTOt 33kffW3, 1956 
TO TOT 560 kt TOTOH ( 5) kt STJTOT k TO kj^T kf 

TOt t % krok 3tktTOT Krok ttt^to Mh>* to tot 3tp kkro 
k toz fro to 13 Tk to totot frofer to kr ^ 11 

kt. kt. TOSTO 
TOTOft tfkTOR 
MKFZ 


TOTOt 33MTO3, 1956 3tk 

kttk totot) tromt uro Ikrok ■rt^to fkfkk^^ki Ikro k 
^t-411004, tkTO 30 ^T 2008 

k. 33K.3k.kt.kt/560 ( 5)/439 (i)— TOTOt 33MTOT, 1956 
.kt TOT 560 kt TO TOT ( 5 ) kt 3FTRTOT k TO^Rl TO kk^T kf 
TOttfkTkTOt^TTOkiTOmfTTTfkdftkkfeTOTO33R3tkTO 
kTO^tTOTTOTt 33kTOTOTOtfTO-ir3d TOkt^tl 

kt. kt. TO3TO 

TOrotkro^R 

TORTR 





m 3 44 wrar, 24 , 2009 (tin 4, 1930) 


[ 414111 —^ 1 


?42 


44441 3Tfal444, 1956 

-qyr-411004, (<414! 30 ^ 2008 

33 . 3TTT. 3 TT.4TT."TT./5b0 (5)/440 (i)--4^ll 33^1444, 1956 
^fr ^tpt 560 44 44414 (5) ^ mm 3 ww^ ^ ^ 

4wi t vr< tm 

4 444 f^rr 441 t atk 444 471441 T44f64 473 <t 4t % i 

41. 41 . 

win? 


4R441 arfkfwr, 1956 attr 

■qTJI-411004, fdMIcK 30 4J4 2008 

33 . 3313.331.34/41/560 (5)/444 (i)--4H4T 33M444, 1956 
44 414 560 44 444T3I (5) 31 31 ~ 3041 4 4? RJ44I 41 

- 5 ^ f f^r -c^ 24 3341541 f4R4 9l|4< 44 ^TP? 

33T43f4343 t? TO f^TT M t 3#( 444 44441 4R ^ 4? fl 

41. 31 . 44 64> 3 

4 imr qfar^R 

45444 


44441 arMro, 1956 atk 


4334 «ll47 >sl<n4 



44-411004, f^TToFr 30 4J4 2008 

33. 33R.atl.3Tl.4T./560 (5)/441 (i)—4>H41 344T444, 1956 
4TI 4T4 560 44 444131 (5) 4t 3T ; J3T3 U T 4 U,d<£l3l ^ ^ 

^i?ft t tot ^4 -gim wnk 41 ^ ^t 414 

:iTRT f^RT3T ^f^7T4lt 3113444 47^441 

41. 41. 41643 
TfiR^R 
45T3F4 


4'^Tt 33fkf444, 1956 3lk 
^T 3 t 444 4764kR y R46 fdfH6S 47 f444 tf 


^-411004, f<4kf7 30 4J4 2008 

it. 33R.331.3T1.41./560 C 5)/445 (i)--4Hil 33141444, 1956 

ctf 4K1 560 4lt 444R1 (5) ^ 45 $ 

Wftf47%^ TO^m3'q#^MRte47T4RT 3314 Tf5343 

xf ^n t T TRn f 33 k 445 4-h^ NMfdd 473 31 M 1 1 


41. ■qt. 4164T 
44441 3^36R 


451354 


4/1441 arf^lPl^M, 1956 353 
TT 334 344135 474 >kg 9l^d IkllHd-S ^ fa 44 k 

tjtjt 4H004, [<44 30 2008 

3T. aTR.afl.mTr./560 ( 5 )/442 (i) 4 H6t arf^Pl"^, 1956 
4 fl 560 4n (5) ^ A ^<&io r? ^eht <t 

%[4TtTTORRTR3T 4H(^4 yi^4< ^^65 4141R 3TT4 3^343 

R RRT t afrl ”341 4*^41 f^Rfel 4R <t 3i ^ 1 

41. 41. 416'4R 
4T«PTt 3f<3?iT 


4R44t 3TMW1, 1956 3TR 
RTRt 3flcW< ^FTfRfMt (ffSRl) 

Tftf[ -41! U04, Icii^) 30 <pl 2008 

TT, 3TR.atl,Ttt. T fr./560 (5)/443 (i)--4^141 1956 

44 RK1 560 471 WTRT (5) $ aPiWI ^ 9d«131 4? ^331 41 
-jrjTfl f f$r -^rt ^44tcrTfaT 91^46 ^4^67? 471 41R 3TT3T 

<(4T 4T <1 4714 f<41 4411 afR 444 44441144fel 47T 41 4^ % I 

41, 41. 44447T 
44441 Tf4T4R 
4fR4? 


44441 3lf4f444, 1956 3fR 
%R XptM4 41444 4T#4 RnPHiS 41 f444 4 

■^nT-411004, r<6i^ 30 ^4 2008 

4 . aTR.atf.4t."qt./560 (5 )/446 (i)—44441 3rf4f444, 1956 
4 T4 560 44 44414 (5) 4t 33^444 4 44^4 4? ^441 <t 
■4141 f f47 4334 ^MltrlT< 7l6<r3H 91^46 %Fh6 g 44 414 iTT4 3f4T44 
4 444 f<41 441 1 atR 444 3444t t^fel 473 41 4t 11 

41. 41. 4-164/3 
44441 iUb>H 
4 WFZ 


44441 33f4t444, 1956 3ff3 
^RRttTTSl ^fd J 33 9i^6Rnf4^4! T444 4 

■^1-411004, f<4147 30 ^4 2008 
33. 33R.3fl.3tt."4l./560 ( 5)/447 (i)--44441 33M444, 1956 
47t 434 5 60 44 444RT (5) ^-4^ ^ 44^ ^ ^ ^ 

4714 f<4T 44T t attl 444 44441 fasffel 473 4T 4^ 11 

cjt. 41. 44644 
47441 3"T43-6R 
H<131^6 
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TOTO 3TfftfftTOT, 1956 afa 

ftrcft froftfe ftm TOfts fftrfftfts to fro ft 

^r-411004, fftTOTO 30 ^ 2008 
ft. 3TTC.3ft.fttftt/560 (5)/448 (i)--TOTOt 3TfftfTOT, 1956 

ftt to 560 ftt ( 5 ) ftt sr^tt 0 ! "4 rttcjijtct tot ftt 

TTlft tfroTftrft fgefl«fe cRft yl^d fdfftfts^FTT TO 3TR ft 

TOR fftTO TOT t 3Tft ^TOT TOTOT tftTCfej TO ftt ^ 11 

eft. ftt TORTOT 
TOTOftTORTC 

W? 


TOTOtt 3TfftfWT, 1956 ftft 

ft*rft fftrftR 51^2 fftfftts ■aft fro ft 

^-411004, fftftTO 30 2008 

ft. 3Trc.3Ttftt.ftt/560 (5 )/452 (i)— toto stMtot, 1956 
ftt TOT 560 ftt TOTTO (5) ftt STCJTO ft Hd^KI TO ^TOTT ftt 
Rlftt tfftftrcft fftrft ' H ftftTO W&d fafteg TOT TO 3TR ftftTO 

ft tor fro to t afKTO^rot frofei to ftt rcft 1 1 


ftt ftt TORTO 

=6 H ’ll ipJl'WK 
TOW 


TOTOlt 3TMTO, 1956 3% 
ftTCft TfTOlft TOJ£ y)^<+d-H 9li<4d Pelfn^^ fftTO ft 

^ft-411004, fftftTO 30^1 2008 

ft. 3TTC.3fl.fttftt/560 ( 5)/449 (i) — «h**l-ii -3lt4lWl, 1956 
ftt TOT 560 ftt ’OTTO (5) ft 3TJTO ft M,dftSKI TOTfTOT ftt 
TOT t fft ftrrft ftTOft TOJ5 SfTS^T 'SITE'S [ftP-Tis TO! TO TOT 
ftRTO ft TO fTO TO 13fft TO TOTO fftTCfof TO ftt oft 1 

ftt. ftt TOTO 

TOroftftrcro 

TOTCTR 


TOTOt 3##pqR, 1956 3tTT 

ftTOTft^TOft kiftfio yi^drdPftisftfftTOft 

Tjft-411004, fftftTO 30 2008 

Tj ^jr ftV.ftt,/5 60 (5 )/453 (i)—TOTOft STfftlftTOT, 1956 

ftt TOT 560 ftt TOTOT (5) ft SFJTOT ft TOSTCT TO^TOT <1 

to) ttftftrcft <ft§ft ftwft Hiftfio mi $i fttPris to to tot 
ifro ft toIto to t ftft TOTOrot trofor to ftt rcft 11 


ftt ftt TORTOT 
TOroftroerc 

TOTO 


TOTO STf^lTOFT, 1956 3Tft 

^fro TOTO fro ^ 

■yft-411004, fftftTO 30^1 2008 

ft. 3TTC.3Tt;fttftt/560 (5)/450 (i)--TOTOt' 3TfftfftTO, 1956 
TO TOT 560 ftt TOTOT (5) ft 3T^TO1 ft TOSTO TO ^TOI $ 
TOT t % ^TOT TO^T TOffTO TTf^fTO yi^i PcrtpHisTO TO 3TR 
Tfroro ^ TOR fro TO 13fR TOT TOTOl fq^pen TO 11 

eft. off. TOTOT 

toto 

TOTO? 


TOTO 3Tf^fTOT, 1956 -Sfk 
%3TTt TOifro im 3fTt^ ^ fror 3 

Tjtfr-411004, tTOTO 30^1 2008 

TT. .3TR.3fT.^. I ft./560 (5)/454 (i)--TOTO oifqnTO, 1956 
3 ft TOT 560 3ft 13TOI (5) ^ '^P^TO ft Ud<gTO TO ^TO ftt 
TOft t fa ftrof ftftftft PTlf^T «l§Rm RlPHdS TO TOT TOT 
ftro^ ft 3TO fro TO! t aft 3TO TOTOl fTOfel TO ft) 11 

ftl. ftf. TOTO 

TOTOftWR 

TOTTO 


TOroft arfftfroo, 19 56 #r 
ftro to ftro^ TOTOft^r ■rtIto M&z ftr ft 

■yft-411004, fcro 30 ^3 2008 

ft. 3TTC.3Ttfti.ftt/560 (5)/451 (i)--TOTOT TftftfTOT, 1956 
TO TO 560 3ft TOTO (5) 3T STJTCTO ft TO ftt 

TOft t % ftrcft 3TOT ftTOTO TOTO^T %tftTO TO TOT 

31TO ftroro ft tor Iron tot t aqft too tototT tot ftt 11 


ftt. ftt. TOTOTC 
TOroft ftrojrc 
TOHTR 


TOTOft 3fftlfTOT,'1956 3fft 

ft^rft wro ftiro ftroi fti fftror ft 

^ft-411004, tTOTTO 30 ^T 2008 

ft. 3TTC.3Ttfttftt/560 (5)/455 (i)—TOTOftt 3lft#m, 1956 
TOi TO 560 TO TOTO (5) ftT 3T5TOT ft T^TCl TO ^TOl ftt 
TOfti ttftr ftrcft tit^ ftiro ftror TTiftroMfeTO tot 3to ftftro 
ft TOR fro TO t 3fft TORI TOTOft tftrcfTO TOT ftt f I 

ftt. ftt. TOTTOTC 
TOTOftt ftTORTC 

totcir 


7—426 G1/2008 
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TOR# 1956 3#T 



^n-411004, fcRTTO 30 TOR 2008 

4. 3TP.3R,#.#./ 56 0 ( 5 )/456 (i)--TOR# 3##TOTR, 1956 
TO TOR 560 TO TOTOR (5) TO SRjRRTO 3 6 d< 45 0.1 TO 'SJTOT # 
TOT t f# TO# '•vr'-RR 7 TORRRTcTOT R1TO f#RTO TO TOR 3TTTO 

tTtoto r to fTOn tot 1tor rto tototo frorfoi to # # 11 


cit. #. TOTOTOT 
TOTOTl tfa 4ril < 
TORI? 


tor# toMTOtr, 1956 3frr 

TO# to #to'trtot yiTO? fTOfR#?# Ptor 4 

■#[-411004, fTOTTO 30 R[R 2008 

44. TOK.3TT.TTt.#./560 (5)/460 (i)-TOHdl TOf#RTOR, 1956 
#T TOT 560 TOt TOTOR (5) # TOJRTOT 4 TO#R1 TO TORT # 
TO# tlTO TO# TOT #TOTOTOT RTfTO TOTq TO TO TOR 3TTO TOtot 
TO TO tTO TOT t 3# TO TORT 1###T TO # TO t1 

TO 4]. TORTO 
TORTOTOTOtRR 
TOTTO? 


RRR# TOfafRRR, 1956 TO# 

TO# tot to #r# ui#r fTOr#£#fRRRTO 

TOT-411004, f#TTTO 30 ?R 2008 

4. 3TR.TOT.TOt.Rf. 560 ( 5)/457 (i)—'TOR# TOTOTTOT, 1956 
TO TOT 560 TO TO TOT ( 5) # TO^FTTOT 4 Rrl^TTT TO ^TOT # 
TO# t f# TO# TORT #T TOTORT ## Rlffe TO TOT TOTTO 
TO?#’ TO TORfTOTTOTT t 3fTlRTOT TOR# t#fccT TO # # 11 

TO #. TOTOTT 

■tor# TOtotrtt 

TOTTO5 


TOR# 3#WT, 1956 3# 

4m TO#-# TOTOTOT TO#R %faTO TO fWT TO 

^n-411004, frofro 30 # 2008 

TO. 3TR.STl.TOfr.TOt./560 (5)/461 (i)—TOR# 3#f#TR, 1956 
TO TO 560TOTTOTO (5) TO 3RJHTOT 4 RTO^R Rq ^TOTT TO 

to# t fro TO# rt#-#t torrstr rt#s %f#s to tot tort 
TOtorr TO totc fron tot t tor tort tor# trorfer tot # to? % i 

#. TO. TOTRTO 
TOR# TORTT 
TORTTO 


TOR# 3##™, 1956 3# 
TORT TOfTOrT 


tniT-4i 1004 TTOTTO 30 TOT 2008 

i ' C\ 

4 . TOR.TOlm#./560 (5)/458 (i)—TOR# STITOTOR, 1956 
TO TOT 560 TO TO TOT ( 5 ) # TOpTOT 4 9dRS Kl ^ ^ 

■^T# t TTO TO# RTOTOT 5#Pi-4[FT HI $<kt [TOP# TO TOT 3RR} 
TO TOTS f#TT TOT t 3# RTOT TOR# 1### TO # R^ I” I 


#. #, torto 

TOTOT T#RTO 
TORI'? 


TOR# 3##TOR, 1956 #tl 
^-411004, tTORT 30 RRT 2008 


4, -m#t#t#,/560 (5)/462 (i)—TOR# 3Tf#TORT. 1956 
TOT S60 TOt TOTOT (5) # 3T^TOT 4 Md^io TO IJTOT # 
TO# 11# 4$4 TO 3Tf##TTOT 51 &i PdFM^TO TOT 3TOT ifTOTO 
# TOZfTOT TOT t 3^ 3TO TOR# PlMfid TO # 11 


TO. TO. TOTOTO 
TOR# ifTOTOT 
TORT? 


TOR# 3##WT, 1956 3fR#^Hti 

tj rmT rrt r#to frolRTO # froro 


■^-41 1004. f#TTTO 30 ^ 2008 
4. 3TR.3TT,TO.#./560 (5)/459 (i) TOR# TOTTOTOTOT, 1956 
TO TOT 560 TO TOTO (5) TO 3RJRTOT 4 Mdc^TR TO ^TOT # 
TO# t tTO #RRT ^feTTOT RTO Rrll^ Rpr'fHH 

TTOfRTO TO TO 3T1TO T#TTO # TOR f#TT RTO t RTO TOTO# 
tTOTOTOTOTOt 1 


#. #. TORTO 
TOR# T.P4WK 
TORT? 


TOR# 3Tf#RTO, 1956 3fR 
tortot# hV# m^ih{ Pifn^s TO Pm<4 

TOT-411004, froiro 30 to 2008 

4 3TR.3TT.#.#./560 (5 )/463 (i)—TOTO# ##TOTR, 1956 - 

TOT RRT 560 TOt TOTOT (5) TO 3TJRTO1 4 u.d<TO TO IJTOT # 
TO# I# TORTO# Rte# RTO# R#^ t#RTO TOT TOR TOTTO 
llTOTO # TOTO TO t #R TO?T TOR# WTO TOT # R^ 11 

TO. TO. TOTOTO 
TOR# TfTO?R 
RTOR? 
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RRRRf 1956 sffr 

400 effORd Oc&PjFi 91^4 PdPo^RP id 00 *f 

^T-411004, fRRTRT 30^4 2008 

R. 3m.3ft.7Tf.Rt/560 (5)/464 (j) —3TfRTRRR, 1956 
RTf RTR 560 Rft RRRKI (5) ^ % ORtsiO RF T^RRI Rf 

RTcfr t fRT "ftOR RtRTRT ft'RTRR 91^3 PoPo'di RRRTF 3TR iPdOR. 
f\ RT]R fRRI Mrf jflT RRR RRRRT PdRpid RR Rf R^ 11 

eft. Rf, RTRRR 
RnRRT (fR?R 

w? 


RnRRT ’3#rfRRR, 1956 $fo 

TRTR qr^de fafcgR RTFR^RRlfRR PrPh^s^ Irrr 3 

^-411004, pRRTRT 30 RJR 2008 

R. 3TR.33t.Rt.Rf./560 (5)/468 (i)--RvPTRt 3tf¥wi, 1956 
Rft RRT 560 RTf RRRTR (5) RP STJRIR 3 7JR55RI RF 4JRRI Rt 
RTeft t fa fam RfaRR ffafaR faFRRR ifafa faffaF RTT RTF 
3TFR iffaR 3RRR faff RRf t 3fR RRR RRRRf faTfafRRRffatl 

fa fa RfHRTT 
chJRdj TfsR^R 

rfitt? 


RRRRT 3TpRfRRR, 1956 afrf 

fafa RR'TRRt Rf'^S'TTRR^RT RRRR PdPfa^ R fafR 3 

^ft-411004, faffa 30 2008 

R. 3TR.3R.fafa/560 ( 5 )/465 (i)—fafaRRR, 1956 
RTf RRT 560 RR RRRTTT (5) fa fa^TOR 3 fa^gR! R? faRRI fa 
'iMt t fa fafa RRTRcft fad'fa RRfafaR Rfafa PclPfas R4 RTR 
3RR ifsRRT R R7TR TRRT RR11 3ftT RRR RRRRt ffafafa RR fa Rf 11 

fa. fa. RRRRR 
RRRRT RRR-JR 

ROT? 


RRRRT aqfqfRRR, 1956 3TR 
falfa W RRTRR Rfafa fafats fa TRRR 3 

^ft-411004, ffaffa 30 ^R 2008 

fa 3RT.3R.fa.fa./56U ( 5 )/469 (ij—RRRfa faRiRRR, 1956 
RTf RRT 560 fa RRRRT (5) fa 3RJRTR fa RRR5R1 RR ^JRRI ^ 
RTcfttlRr'ftRRlte^RRTRR y^ddPdPR^RRRRf RTR <p6 J ^ R 
RTTR iRRT RRf t Rk RRR RRRRt fRRfel RR Rt Rf 11 

eft. RP RTT2RR 
RFRRRt TfRRRR 
RRRT? 


RRRRt 3TpRfddR, 1956 RR 


Rrrrrtrr' 


^R-411004, iRRiRT 30 ^R 2008 

R. 34R.3Tt.RT.Rt./560 (5)/466 (i)— RRRRT 3#TfRRR, 1956 
RR RR1 560 RPt RRRRT ( 5 ) ^ 3RJRTR R TRlRgRl Rf? ^RRT ^ 
RFlcft t fRT RnR RRTRR Ptscrli^'R PrPRcIS RR RRT 3TR 
TpRTR R RRZ tRRI RR11 3fR RRR 4 ,'UhI pelRpid RR Rt Rf t i 

Rt. tft. RTRRR 
RRRRt TpRR^R 
RgRI? 


RRRRl aqtRfWT, 1956 3#T 
RRft WHRTI^R PeiPH^ RT fRRR 3 

W-411004, P<diR. 30 ^R 2008 

R. STR.arf.RT.Rt./SOO (5)/470 (i)--RRRRt RMrRR, 1956 
RR RR1 560 Rft RRRKI (5) ^ 'iTJFRRT R 0.6<4510 R^ RRRT RT 
RTrft f fRT RRR ^441 W 91^4 RR RTR 3TTR 

TfRI^[ R RRR fRRT RR11 -SpR RRR RRRdt IrrIzR RR ^ R^ t i 

RT. Rp. RrRRRR 
RRRRT iPdwK 
RRRT? 


RRRRp 34pRfRRR, 1956 Rp7 
■ftRR RRRRft RtRRR STffRR PdPH^.4 R" fRRR R 

^-411004, iRRi^ 30 RR 2008 

R. 3TR.3lP.Tft. t ft./560 ( 5 )/467 (i)--RRRRt >rMrRR, 1956 
RR RRT 560 RRf RRRKT (5) Rf 3TRRRR $ RR451R RF ^RRf Rt 
RTRf t fRT TTfRTRR RTRRT 91^6 f-RpRR^RR RTR 3RR <P4^d< 

R RRR fRRT RRT t sftlRRR RRRRt pRRfef RR RpTff fi 

RT. Rt. RRZRT 
RRRRt f:T?T7 
RFTR? 


RRRRt 3#4fRRR ; 1956 sftl 


TJRTTR ftRffRR Rl'lRR pR Ph^R R! fRRR ^ 


RTR-411004, tRRtRi' 30 ^R 2008 

R. 3m.Rft.#.Rf./560 (5)/471 (i)—RRRRT RlfRfRRR, 1956 
RFT RRf 560 Rft RRRTTf (5) Rf BT^RTR "ft 0.65510 RF ^Rdf FT 
RfT?ftt1^%rR'3efTR '^RipRO 9i^d PdPH^FRR RRf 3TTR <Pn«< 
■R RRR fRRf RRf t 3lU RRR RRRRT tRRfef RR Rf R? t i 


RT. Rf. R.IRRR 
RRRpft rf'ifWK 


RFRT? 







246 


^TFTrT 44 44 M?), 4444 24, 2009 (414 4, 1930) 


[4FTIII—7§^1 


4444) 3Tf4l444, 1956 3^k 
■^TFR4 eft HI# 4364 91^3 fdPHc6i47 1444 "4 

■J4-411004, 154147 30 4[4 2008 

4, 347.371.41.41./560 (5)/472 ( 1 )—4T44) 3lfaf44H, 1956 
4ft 414 560 44 34414 (5) ^ 34f474 4 44^171 4?" 7J441 41 
^tf^^^4T#4^444T^Mfe4n4m34^TfTOT 
4 47T3144T 441 % 3fK344 =6*4Hi faMfdfl 44 4) 4^ 11 

4 ). 4T, 44444 
4 ml {RlWK 
q^'i^rv: 


44441 mfafWT, 1956 3^4 
%17) 4^ ^7414 91^3 IdPH^ 47 1444 4 

^-411004, f^FT47 30 ^4 2008 

4. 3H7.371.4T.4T./560 (5)/476 (i)—4444T SlfaftHH, 1956 
47) 414 560 47)44414 (5) 47 -SFjWT 4 4^gI4 4^ ^441 4) 
41cft tl47 447) 4414 $444 W&Z )>Ph 33 4T 414 344 lf4737 4 
4714 13[41 44T t ^fri 444 WHt fciqfef 44 ti 4^ 11 


4 ). 4T. 4714477 
47ml ifjlWR 
W4 6 ? 


47744t 3Tf4f444, 1956 4tT 


^ot-411004, f^TT47 3 0 4J4 2008 

4. 3TF.'4I.4T.4t./560 (5)/473 (i)—44441 SffafWT, 1956 
•47T 414 560 44 47414 (5) ^ 37^474 4 Or<£Rl 4? 7J441 tf 
4141 1?f47 444 4f7ff4>47 $<s|RrOI PlPJI 9li<33 4F7T 414 
3447f^447T4f^44T|3lr7 4=H^U7Hir44rdd4774t4^tl 

4 ). 4t. 47T4477 
4444 7f474R 
4FR44 


4744 37M444, 1956 4T7 

44 1 ) HO440 #7 9U44-H (sP» ; 4l) 91^3 PcHPo^ ^ 1444 4 
•^-411004,14447 30 4J4 2008 

-.-iv t~ s t f> \ * A.mm /*\ f >ll T f -iTtg rRl’l T T T 1 Pi C S. 

ti. JOU \ —HT~im oiiMri^n, i^ju 

44 414 560 47) 34414 (5) ^ 3FJOT1 4 444gI4 4? 7J44T 4) 
414T t f47 447) 444471 #4 9lp f 4d PrlpH3£ 47T 414 344 

7)4737 4 4713)441 44T f 3)f7144 4444) )44fel 477 4) 4* 1 1 

4t. 4). 47R477 
47T44) 714747 
HOT? 


4444) 37 ) 4 ) 444 , 1956 3^7 
444 417 4747) 4l|^3 14)444 ^ 1444 4 

■ 50 V 4 11004, 134T47 3 0 4J4 2008 

4. 37T7.34.7T).4)./560 (5 )/474 (i)—44-Hl 3qf4)44H, 1956 
47) 414 560 44 47414 (5 ) ^ 3T5OT1 4 l^ci^KI 4F 7J441 4) 
41411147 ^44 44 OT7) 4lf^3 Mnfe 44 4T4 344 7f4737 ^ 
47141441 441 % 37t7 444 44441 144)44 477 4T 4? 1 1 

4 ). 4). 443477 
47R4) 7)47317 
HOT? 


47744) 414)444, 1956 3ft7 
474)^44^44 CffgHT) 9Penrod ^1444 4 


^-411004, 143T47 30 7^4 2008 

4. SiTT.34t.4T)."Tf)./560 (5)/47o (i)--4744) 37f4f44H, 1956 
47) 4TTT 560 44 44414 (5) ^ 34)7441 3 44^14 4?- 7J441 41 
4im)tf47 #47)^44 (i1^41) 9i|^3 R^Ih^44 4T4 344 

7f4747 4 ^T31441441 f 3^7144 4TR4) faffed 477 4) 4| 11 

4 ). 4). 44344 
47mt {P3R?T7 
4BT74? 


47^44 3lf4f444, 1956 3f)7 
444 4fcit : -5 r ( 747 9l^d P.lPHdi 41444 4 


4^-411004, )44)47 30 7^4 2008 

4 3T[7,34,74,41./560 ( 5)/475 (i)—4444) 3114)444, 1956 
7f4 ^44 560 44 44414 (5 ) 47 34J4T4 ^ 4^l7f 447J44T 4t 
'41411747 444 4t#^4 747 9f$43 fdfrfe 4714T4 344 7f4747 4 
443 1341 44Tt 374 344 4*441 477 4) 4| 11 


4 ). 4 ). 443477 

<4 r- 

4OT? 


47T44) SlMwi, 1956 

■413 91^3fr4fH^^l444 4 

^-411004,144147 30 7^4 2008 
4, 4K.34.3)1. 1 4./56Q (5)/479 (i)—4441 37fyf34R, 1956 
47) 414 560 47)34414 (5) ^ 3TJ444 ^ 0,^171 44 7J441 4) 



44 44 3TR 7P4737 4 47131^ 4411 3ft7 344 47441 l44fel 477 

^)4^tl 


4 ). 4). 47T3477 
=6*441 7T47?R 
HOT? 
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RRRt 1956 sfo Am RRTr^TR TTfe + qf^PR 

TTfRhiR yiiizfififeifiRRi 


RT. 411004, fiRTRl 30 RR 2008 


77. 37R.37t.77t.it./560 (5)/480 (i)—37fifhR, 1956 
it RKT 560 it W717I (5) i 3 UcK£Hl RF 7£RRT it 



RR RR 37R 7fr777 h qRR fRRT RRI f 37h RRR RRTRt fqqfol RR 

itRSti 


it. it. =M<i4R 
RtRRTTf3R?R 


RRTRt 37fifiR, 1956 3th 

ihTTf ftthre ¥nt i^ti y i^<d fahisi f*m 3 

TJ0t-41 1004, fRRTRt 30 RH 2008 

77. 37K. 37t.7ff.it./5 60 (5)/481 (i)--q>H^fl 37fifRRi 1956 
it RRI 560 RR RRRTTl (5) i 34^OT h 0,6^SRl R? T^iRT it 
“5TTcft f fi ^7771 ftfhTR TTlfr RliVd-S RR RR 37R 

7fi7R7 R RTIR fiRT TRU t 3th RRR RR7R1 fRRfRR RR it R^ 1? I 

it. it. 

q>Hil (f'Jl'W.O 

*ioi 6 ^ 


RRRRt 3##m, 1956 3th 



•^-411004, fiRTR 30RJR 2008 

77. 3TTT.3f[.it.it./560 (5)/484 (i)--RTRRt 3#4fwr, 1956 
it RT7I 560 it ^RRl (5) i ST^TRT i i(di£R R^7JRRT it 
RRlt % % TR^T TRRtiMfR fdfH^-5 RR RR 3TTR 

T^R£7 h RRR fhn RRI f 3th R3R RRTRt fife RR it R^ f i 

it. it. RRZRR 
RRRRf Tf^RJlT 
W7R2 


RRRRT 37ft#m, 1956 3^7 

ifcrcf 4^ Rife fiffeiffe h 

Tjtft-411004, fiRTRl 30 RJR 2008 

73. 37R.37i.7Tl.it./5 60 ( 5 )/4S5 (i)—RRRRt oTiqTRR, 1956 
it RT71 560 it RRRTTT (5) i 3RJ7TRR i diigRl R^ i^RT it 
•RftTt t fi "fet H5KT^ R7§ liPfe RR RR 3TR 

7ffe7 7f RRR f^TT RRI t 3th "3^1 Wit "377 ^t ^ 11 

^T, Tf, ^712^77 
7FRH1 Tf^R 
TRT7TR 


^TRR 37f^lfRR, 1956 3^ 

^77 'iT^U #7R7 RfR7 r^ndS ^ fRR ^ 

5^-411004, f^fRT 30 2008 

77. 37T7,3Tt.7fl.it./560 (5)/482 (l)--^Wd'l -BtMwT, 1956 
3R m71 560 RT ^RTTl (5) ^ 37^OT 3 0ciq£:V ^ T^RTT 
^tf^^TTTT'37^^tRcR3n^%f^RTRR 37R7f7TH7 
77 RTjf^TT 7RI "f 3^R '3^71 WI f^fel R7 ^ % 1 

eft it. chidcn^ 
q-i RRT <Rj 1 ^R 

nm^z 


ofTRit 37fRfRR, 1956 3th 


hTRf^RTT 


^-411004, rddid-- 30 75R 2008 

77. 37R.3tt.77t.it./560 (5)/486 (i)--<*Rdi 37fRtRR, 1956 
^fT WJ 560 ^7t WTRl (5) it 37^777^1 R TR^RI ^ 7£RT it 

^rr?ft t fit Tfcrcf ^rri wi^et Rifoi? rt rr 3tr 

7fW7 h RTS fiRT RTT t 3th RRR RTRit fiRfer ^7 it 11 

it. it. RtRRTT 
RiRdl ThjRRR 
RFRTR 


RTRpft 37MRR, 1956 3ft7 



^-411004, fiRR7 30RJR 2008 

77. -37R.37t.77t.it./560 (5)/483 (i)—RTRRt 37fihRR, 1956 
Sf ft RT7T 560 it W7KT (5) i ST^TTRT R Od^tTt ^ ^RRT it 
Rtlrft f fi i777t iithl7 RheTihR R% Pots' R7 RR 37R 
7fR7R7 h RT7 fRRl RRI f 3th RRR RRRt fh^fet R77 it R^ f I 

it. it. R7IRR77 
RTRRt 7fR7RR 
WPS? 


RRit 37fifW7, 1956 3th 



•^i~4l 1004, fidiRt 30 ^R 2008 

77. 37R.37t.77f.it./560 (5)/487 (i)—qi'RRt 37h#RR, 1956 
it m 560 it RRRT7T ( 5) i 37RRRT R R7RT?R Ro ^RdT il 
RTti t fi i777t 7rdim RtiRRTJRTt tfTfiS Rlids RR RR 37TR 

TfiT^T h R 7 TJ fiRT RRI t 3^7 RRR RTTRRt liRfed ^7 it R^ 11 

it. it. R7TZRT7 
RtRRlTfiTRR 


8—426 GI/2008 
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Wx\ qq WR, ^ 24, 2009 (RN 4, 1930) 


[TOIIl—TO^l 


qqqqt Rfajqqq, 1956 kk 

kqR k >-]? R TO dfci TOR Mfts k fTO k 
^n-4l 1004 . fkkqT 30 2008 

34, TO.3Tt.kt.qt./560 (5)/488 (i)---^Tft '3Tfqfqqq, 1956 
qq to 560 ^pfr toto (5 ) ki zFfm q to ^nr kt 
wi f fkr kqk kt mi kt thti ^fqrokqq TOTO Mkkro qR 
TOT TfkTO R chl^^ ITRI 1kk 3TO 4^1 fqqferT TOk^tl 

kt. kt. wqq 
qqqkt (fkRiR 
TOKIR 

qqqqt 3#rfTO, 1956 #4 

Tjk-411004, fk^TO 30 ^ 2008 

k. mkt,Ri.ki./560 ( 5 )/4S9 (i)—■wft Rfktqqq, 1956 
qtt TO 560 TO TOTO (5) kt iJ,rtqsi<l TO 4£TOT kt 

TiTTcft t % kRR Rqf q^'idTOR yi^t RtiFh^ TO qR TOT 
kTOR 4 ) qrR f^RT qqt f 3 ?K TOT =FH ll fq^f-id TO kt q| t? 1 

TO 441. TOdTO 
qqqkl kkTOR 
htopr 


qqqqt StfkfWT, 1956 #4 kRR TOTJcT T^kktfqqfTO 

qqk frifkTOk' fkro R 

qk-411004, t^TTqT 30 2008 

R. 37R3TT.Rt.kt./560 (5)/492 (i)—qqqki StfaftTOT, 1956 

qn to 560 qk toto (5) kr 3qpTOTk ii^^ri to ^rt kt 

oTTcft t % kRk 3TR«?T TOTRR CTOS Sktfaqfkl TOR 9 l^’TO 

TOqR stir kw4 r qrolron to f kk tot toto! trotter to 
ktteti 

TO kt. qidTO 
TORR <fkWK 
ROT? 


■^Fcxpfr 3#rfwr, 1956 34 k 

kRR Ri^fr kro o^ kteTOkk^tetk^^iwiR 

Trrit_41 ioo4 i R a i'cir 30 ^rq 2008 
R. TO.3TT.Rt.kt./560 (5)/493(i)—RRHt kfafTOR, 1956 

qfi to 560 qn toto ( 5) kr sqpro k to ^^tott kt 
■rort t fro kRR Rrqrt ten qrr^kl^ 91^3 fcdtH^; tot qrq 3 to 
kRTOTRTOTClkTOTOtsteTOTqqqqtlkqfeTTOktTOtl 

kt. Rt. <*TOT 

RTOT 

HW? 


^ KTHT 3#rfkTR, 1956 RU 
injTt ftoIto 3Tf^ Irtkz^ ^ f q-q R 

Hk-411004, fall'*' 30 2008 

R. 3TR.3kqn.qt./560 (5)/490 (i)--^Hii RfkfTOJ, 1956 
RH tJTTT 560 ^ ^^141 (5) ^ 3T^RRI k Ud^HJ R? 4JTO kt 
tot t fqr kqk ^ck-H-fTHqH qitkq [qrHds qq rtr tot 

kqRT k qqs fqqr qqi t kk to qnro fqqfer qq qt q^ 11 

eft. qt. qqro 
qqqqT kkqsK 
w? 


qrot Rkrfqqq, 1956 kk 

k^k qqkk Rfkqro 3rk^ ^ fkqq k 


qk-4iioo4, fqkqr 30 ^q 2008 

k. TO.kt.qfl.kt./soo (5)/494 (i)—qqqqt 3qkfqqq, 1956 

qft mq 560 qk to-m ( 5 ) ^ sfjot k k^Tk q? - 4 jto kr 

k qriz fqqr qqi t 3 |r to qqqqt fkqfer qq qt q^ 1 1 


k). kf. qqqqq 
qqqrlkqqqR 
Ht'ITO- 


qqqk Rfqfqqq, 1956 kk 
kqk qqqk ttkk kTTOi yi^dRdfM^^lkqqk 

Tpr- 41 1004, fqkqr 30 ^q 2008 

k. TO3kkT.qt./560 (5)/491 (i)--qqqqt srfqiqqq, 1956 
qq qrq 560 qk qqqrq (5) qr k qqqgiq q^ qjqqi kt 
tot kfq5 kqk qqqqi fkTtkktqqRqkkqfqrfkksqnqR tot 
Tiro?? k qqqfkqr qqT t kk to qqqqt tqqfer qq kr qk 11 

kr. kr. qqro 
qqqqi krorr 
r?rf? 


qqqqi srfqlqqq, 1956 kk 

kRkkqtqktqRk^kT?qr#qkdfk^^fqqqk 

^k-4i 1004, fkqkF 30 qjq 2008 

k. TO.3k.kt.kt./56o (5)/495 (i)--qqqqi skkfqqq, 1956 
qft mq 560 qk toir (5) ^ mm k qqq^q q? rto kt 
tot t tqr kqk kktq ‘ter k^kf? qrfkq Ikrfqfe qn qR 'Tot 
to k qqqfkqr qqr 13ik to qqqqi fkqfer qq ki qk 11 

kr. ki. qqror 
qqqqi kk^R 

H^Ni f q 
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RFRit atfifiRR, 1956 adk 


RRRfeii' 


pi-411004, fiRFF 30 pp 2008 

R. 3RR 3R.R).it,/560 (5)/496 (i)--=6^ll #fWR, 1956 
RR RKT 560 it RRRR1 (5) it 3RJRRJI i M^gKI RF PpRl it 

■Rrit t fi "tot figri RntRsi ip iiiki PdfiipRn rir 

3TT3TTpjPR3$ *14 Ppll RRTt sfrTHRR *nit fi^Hsci RP itR^t I 


it. it. TO 
ebb'll lPdf4P 
RFPF? 


RRRRl srfifRRR, 1956 afp 

ter arfcrr iRiite Rrfia: fP iMiF i Irrr i 

pi-411004, fiRFF 30 pp 2008 

R. ■3RT.3Tt.Rt.Rt./560 ( 5)/500 (i)—^rcxrft 3#4fiRR, 1956 
it RTR 560 it RRRTR (5) i 3TpRTR R pdp£PT RF FpHT it 

i fiRi rrt t -afP aRR «bHi1 fi^Pad rp it Ri 11 

it. it. *T4RP 

rt^r) {Pir/u 

R?RPR 


RFRRt arfifWT, 1956 afp 
ippf pfR44 *lRlvpPd*<HH 9l|dd p4[44s i iq*! R 


pR-411004, fiiRT 30 "pR 2008 
fi. dm. 33 T.Rf.it/560 (5)/497 (i)—=r>*-4-1! 3 RRHmR, 1956 

it rpt 560 it w-tri (5) i appppii pr^pi rf tpHT it 

RTeft t fi RRP pPPfe Mi!Rfc^Pd*'<RFl RTfiR Rift £5 =FT RTF 3RR 
J trZPj ^TTS fRRT RRT t 3pP RRd **-44l Pt^-lfad RF it T T?I‘! 


it. xft, 'sfiresrc 
*JR4t TfiRTP 
H6KT^ 


RFRRl 3TMW1, 1956 afP 
■$R7f p|fFF 0 P'4 44 kdlPRt* Rffia fift^F i 1w i 

fRFTFT-793001, fiRF* 6 RRRTt 2009 

t. 560 ( 3 ) PR^TtWR.R. fRRTTR--RFRRt atfifRRR 1956 it 
RTR 560 ®Ft "3RRPT (3) i RFR RF ppTRI if RTeft t PF Ft 
RppI R cfP RTR i FM'ORf "$Rp RjfFd 1'P^Nl ^Rlfe* RT$i4 
Mifez i R1R RfcTRpT RHRF RfflR R pFRT RRT it (fdRR 3 rhr 
'feRi ■arr^ni afk w Pq^Pdci ^rnpit i 

TmVH ^F3TI 
#ippp; 
"5. R. 


^T^atfttfWT, 1956 #t 
RTRf ■qp7. RlcFR RT^S fP'fR"^' ^ f^rt ^ 

-fjnt-411004, 30 2008 

P. 3TR.3tl.ttt."^./560 (5)/498 (i)—«bHll 1956 

R7T WT 560 (5) ^ 3pFRW 3 Fp^IT! ^TF tjpdt 

^TTrff t PTTR hPKh yii<44 PPPMdS “FIRTF 33T31 <pJi4dJ FT 

TOfFRIRFnt 3f|T^f P^fdcl 3R 11 

■gt. Rf. ^T25(R 
<*1-941 Tp5R?R 
KgITF? 


^TDHf 3tf#FR, 1956 3lk 

-5TTf^ ^ ^ 

^Ttf^-68202!, 31 IW^T 2008 

U 560/13060- -TOit3TfafWT, 1956^^560^^^ 
(5) ^ 3pwi Tf ip^RT ^ tpT4T it ^TTrft t % 

^cffn^Fr %^fretP5fr '51#^: ^ft sir tPstrr ^ 

f^qr tfu t aftr wi ^hhi fci^fet it rI 11 

pR, PR. 3#1W1 pMcFl^ 
'cf.JR4! TpJPpR 
^RFip^et83im 


^rpt 3Tf#FTR, 1956 afft 
iRR f5fOT% 5tlPct 9ISR3 R4P4i^ ^ PFFt i 

■pn-411004, fpRFF 30 pp 2008 

R. 3RT.ai.Rt.it./560 (5 )/499 (i)—‘^Nt -atPpfWT, 1956 
W1 WT 560 ^ft RRRRT (5) ^ aipRRR i OdpgRT Rl? tpFF it 
RFft i fir iRR liPni atPR isplp RTfis Mic^wn rtr 3tr 
T fpRT R RTR fiRl RRT i afp 'SRRt RFRit Pq^Pid RTT it R^ t i 

it, "it. *14*9 
RRHlTpiPpR 
RFPip 


RPRTf 3#rfW3, 1956 3lk 
%Pt RpRFR RtepRR msiefdPo^^ fq^tR 
•^4)^1-682021, liTO 31 tiRGR 2008 


R. 560/18767—RRH) apilfiOH, 1956 Rrt RTR 560 it ^RRIO 
;5) ^ 3T3RTR i PdpSPl RFtpRlit wt tfiiRip^RFR 
1 RT R 1 R 3 RR 'ifjRRt * Id P<d 1 RRT t afP 


5^1 ^Rit fiRfel RP it Ri t 


PR. PR. aifRRTR ficrlR 
**R41 <P»i 9^1 < 
*>R4 p^RraisP 
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3TTO 33 TRORO, 24, 2009 Cm 4, 1930) 


[rtoiii -mz i 


37133 ! srPMoRR, 1956 M 

MR Tpjnfefn Cm w? rMr RrfMMMwMpM 

37tM-68202J, Mw 31 fzm*. 2008 


R. 560/10854--37M-3rf3f333, 1956 371 W7T 560 37139W0 

(5) Mstjrtro TToi^RFT^^^TMtMMrR ^pMPsdn 

fF73 tori' 37TfM yi|M PdfMd<i 371 313 'W% {PdMd'l 7t 3>Id [Mi 
Tfcfi t 3R7 330 ch«nl pel'M[del 377 31 3^ 11 


OR. OR. 3ifn^d f3c033 

^FTcepft dfOTOR 
WTO! tw^OTSflglR 


33331 3TfMT3R, 1956 3fk 

MR MMMMl MR OR? 3 d -R RR 9 l| Y d Pel P-M 

3MM-682021, fMM 31 feM 2008 

R. 560/18712—3/Rd) MMmM, 1956 3ft WO 560 37133W71 
( 5 ) W dTORTO3 OO^gRI 3?R331 W Ml tM Mtf M~ $lftnft<i3> 
MR TTTTg: ROFR M7 3i*M PdPM'M 30 3T3 3TF0 ifMdT "0 3H3 
TOR! 031 t Ml 337i 3*-Mdl fMMo 377 3! 0? % I 

OR. TFT. RfOROT fmw 
«t»ml {P-4HR 

MOOR^oMIR 


3 fsRTT t|tt Ft, 7p*!RR ■$ 33d fM WOR M 330 efc'WjfOW fMlfef 
377 Ot 73I0R1:— 


373 


3033t 371 313 

333233 

3. 

37. 


1 . 

13379 

yt$WV‘ (toOTR) 3T#3 PrlPo^S 

2 . 

30221 

3ff0 333 773 llcdi^d 9r53d3 3Tf33 

PdPR^ 

3. 

30217 

^7T3 '«5fRMSi3 ^YPddlO 3T237 fOlfR^ 

4. 

25083 

337f 3% 3R333 3lf33 Mm ^3 

5. 

11686 

Mr 3I.Rt.337. #3RR 3lf33 PdPM>5 

6 . 

32980 

M 7 f fOTMOH 3f733 rMmM 3Tf03 
MM 

*7 
/ - 

1 A A C A 

1 

j_jjj"lj .^?J JJ ijUJJ^A-| yjCrtx' jr*-irij^C 

8 . 

27666 

Mr tjMfp 3tMr 

MM 

9. 

29848 

Mtf ' 5 PdW MR ^dMlld'dR M ¥!#<: 
"MM 

10 . 

41184 

MtI riM Moot MMf MM MM 


M rt. M 


37TR31 TfM?R 
3731337 


37331 Rp0f333, 1956 M? 

MR 39 /1 3 3 Mw 3T#d MM W PORT m 

MM-600006, fMl37 31 IMwo 2008 

F. 54557/560 (3)/2008—OTROT 37fOp14H 1956 W) WR 
560 37) 33W0 (3) 37 0^0 W 7£33T 31 Wf % f37 fR df/M 
R TTR 3TR W 33TFO MlR $rY 03 '$P§3I 3T?M MMl 3i 3T3 
y f OOicO 37730 RpHO 0 IMOT R31 Ft 7fM37 "0 303 fgOT W9R1 
Rft 330 OROfOW fMMo OF Rt WU/Pi t 

03. OR. Yt^dM 
wwfr 7fM3T7 
dP HfcTO I^, 3R3RT3 M MM '§19OF? 

cb^TOt MMOTO, 1956 3fl7 IdHPlP^d 37TRf33t °P fOFO 

^ilOfU, ftTOiW 30 %T«r{ 2008 

TT. 37: TT.;W.T,3./m/ l(M6ll^ 21/560 ( 3 )^-WT/2008— 
OOFOT 3Tf3f030, 1956 30 3T0 560 30 33310 (3) 3l 
3 OO^gTTl 33 7^331 W WOt % f37 30 OHM 0 oto "RTf ^ 
dTOTTR 37 OT^t 3t 3^ 333f03l 313 30^ OteTOTOT 3/R'°l "§flfo 


33331 33W333, 1956 3TR PiHkdPjd 3030131 £ pR'93 H 

^i\m, fOOiW 30 foF3T 2008 

3. 3?. t. /W.7.3./ cRT./"/ii36d/560 ( 3 )/2008-“3333T 
3TM333, 1956 37l 313 560 3fl 33^071 (3) 31 375300 
'Oef^gra 3 ? 7J331 t ^ orIto 3 oto w w 333310 

37 Ol^ Ol 3| 3F3t03t 37 313 ?33l yPd'3^1 33T3 0f?T0 3 f30T 
33 Ot, TpjjRR ^ 303 3Tk 330 303f33T fOOfdO 33 

3t 30331 :-“ 


'373 7p*M?T3 

30331 37T 3T3 

R. 37. 


1 2 

3 


1. 

8516 

M^ 31 dHl37^131 Pq^sY yi^Yd PiPMdd 

2. 

8576 

te feMMfR M fawm 3Tp3 



MM 

3. 

9616 

Mt) 33TR MM M 3)T?dR MM PciPh^I 

4. 

10579 

MtI 3 MM 3 R mi MM MtrM 3itM 



MM 
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o(7m 1956 3^4 

T^itWi ^ ^ 

tpi-411004, fii* 30 ^ 2008 
it. 3m.tf.tf.tf./560 (5)/496 (i)-^ft MfufWI, 1956 
>JTO 560 ■39«m ( 5) ^ m-t*” 01 ^ WSHI ^ 

^ft t ra *Wt* fiqn*r 

it. it. <*!d<=b'4 

H £14041 


■^rqpft 1956 44K 

■^-411004, 30 2008 

U anuit.tf A/560 (5)/500 (i)-^ 3#^> 1956 
sft m\ 560 *41 30*4K1 (5) ^ 2^5^ i w ^ ^ fT ^ r 
-sncfttt^ -fori 3 T^n -terete itete ^ ^ ^ 

it. it. ^TlzaFTT 
•^rapft <f : 444T4 
W? 


efrocpTt arfMfam, 1956 3TR 

yt?4i 

-q-tTf-411004, ftete 30 2008 

«. maltf.it/J60 (J)/W (ii-^ft smtfpn. i956 

ym soomiiomro (5) * wjwmi 

^f, t ttWh wtejfeP's utPc feft^-rmsra 

T, to ft*n to t *^ ^ ftrafeI **^ ^ 7 ’ 1 

it. it. =bl«l«h< 


-cHUfit 1956 3TR 

^ wre 

pj l erlM I—793001, fell* 6 •41 e lfl 2009 

U 560 (3) TTTOtW^- 3 f Pm 195<> ^ 

TO 5 6 o tf 259*1101 (3)*^^^™^*^ fe Q* 

^3 * #, ura * ttooi qfw #i^ ^ 

Mfe tf TO #P5? WI "1 ^ ofroo * ^ 

fty, ^tirrn A TO ^ ^ 1 

■Riite re?3n 
•^rqit Tftejft 
s. m 


cFrpqit stfstfterc, 1956 

irti 

^q-411004, fa. 4 te 30 2008 

u m.tf.tf.tf./J60 (5)/498 (i)--wi aqtyf^. i»« 
^ wn 560 yft ^srro (5) * sjw ^ 1! ^ ro ^ ^ 

yrE ftyi.ffm t sfa ^ ^ ^ ^ ? 1 

it. it. =61ci+74 
^rq^t 


^pqit a#tf^, 1956 sftT 

^^-682021,1^^311^^2008 

* 560/13060-^^^.1956^^560^^1 

fs^arpwor^ 

^tri?n ^fl^t ^ *n ^ str ^ 

ira, tnt, srir^i 

^uqir i^?rt 


^ri 3 tMW3, 1956 
i^Tit sflro t&ift 71^3 

•qpJt-411004, R’l!^ 30 ^ 2008 

i. 3m.3i.mit./560 (5)/499 (i)--^t 3TMWT, 1956 

■3ft ¥jm 560 ^T (5) ^ ^ 1 ^ ra ^ H 

-^Trff f faF f^tor? 3 hT^' 6I i-S^ti 3ll^i reiPHi^ “FT ^TR 

it, it. <443434 


^pppqit arfaf^nro, 1956 3ii 

^f-682021, t^t4? 31 2008 

■ 560/18767-^* 3#W, 1956^^1 560^1^1 


^TPlit ^ it 7 t| 11 


1tf\, tnt. 3lfH^ fcRtR 
c^Hif '<^6514 
TTO? 43^9 


WTT^ 
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44441 3TM444, 1956 3ff7 

r«chi famr tkt? 

-682021, f^TfoF 31 2008 

^ 560/I0S54—^FiTCRt 37f¥444, 1956 47)4171 560 47)44417? 

W£ Wf4 ¥T^ 1%f4£§ 47? 414 37R 7^747 4 4714 f^?? 
mn t 37t7 444 44441 f44fe? 477 4) 4^ f 1 

R77. R4- 3Tf4744T fac^Tf 
44441 Tf474T7 


WHI 37M444, 1956 3ftT 

t444mr=)<4'-4 7lm4lt^fi4fi7fe 

^T^-682021, f^PFT 31 few 2 008 

V. 560/1 8712—^rapfr 33fafwr, 1956 44 4171 560 47)444TTI 
( 5 ) 47 37347*1 ff iTr^rar <£ *m fc% %r^ 

frFHJ TTn^- 4<d41 #S7 yi^S fcdlHd-S 477 4m 37R ifa-W. ^ 442 

fcm T mrt % 144 rnmni f44fe? 4775)41 £i 

54 - mi' mfmmi fRori 4 
4444 ! Tf^msR 

M/JSeTSrf^TJ 


Rmmrt Rfafmm, 1956 aft 
mro I u -6[ -1H 41545 fclf4B5 4 f445 4 

^mf-600006, fmitm 3! fM 2008 

R. 54557/560 (3 )/2008--4mq4T sftrfftm 1956 47t 4f7T 
560 44 544TTT ( 3) m 5^5 43 7J44T 4t 4W f % 54 cllfti 
4 m ;: l RTF 47 mWH ftft tf54T 41#4 Mfe t£ 4m 

Rf44mr 47754 4^ld 4 f474T 55T 4t 7f4527 -R 444 fftfi 44 ^ 
>fR 44d rnmfmrf f^fer 477 4t wmf) 1 

mi. mi- 4 )-^6 ^4 
4Hil 7f475R 
414eldl-|, 3544T4 3ft (iq>)qK sl'14R3 


Rfern; 44 ^, tf^^47T5fft?4mft 3ft^47^^ 

474 t 4nftft— 


Rm ‘<fa^n 4mdl 44 4 m 

4 . 47 . 


1. 13379 

2. 30221 

3. 30217 

4. 25083 

5. 11686 

6. 32980 

7. 14454 

8. 27666 

9. 29848 

10, 41184 


■$mrf 3Tfsmrm (fticft) 


ftft 4f4 4m^ 
MrIz 


4lf45 


mfti Rlr^im RT^e Mr£§ 

ftft 4T.77l.3TT7. £\ 3e4 4Tfft? 

ftra izti w tfrmT mm ft? mfft 

Mfe 

m 54 3Tm J IK4d4 47f5d ft ft dS 

ft5dft 44fftT 4^ ^6dHd 4'l5dd 

ftffts 

|^"dejfdcH7 ftr 

%rcf 41#4 J cll461 tmtS4 RTfRZ %rfq'>g 


Rt. 4^ 
Rmmt TfTimjR 
474f447 


Rmtpfl 3441444, 1956 -347 HHWPsId 47mfd4l * Rm H 
#nelt7, f44I47 30 f47447 2008 

Tf. 4f. m./47.7.4./4f4[./4d<<n/560 ( 3 )/2008-- 47^447 
3lf4f444, 1956 47t 4T4 560 44 444m ( 3 ) cfr 37^441 ^ 
^RSKl 4? 7J44I 4t m?ft f t47 ^7T 4Rt74 t 744 W ^ 

47 4t^ 4t 4f 444f44t 4l 4m ^447 4fcl4 t d 47704 4f?l4 4 f 47 tT 
44 41, 7f4747 t 47T4 ^4 4mt4 3fk 444 47 mfddi f44 fed 477 
4t 4444 )':-- 

7f47^I4 4444t 44 4m 

77. 47. 


4444) 37f4l444, 1956 3ffT fm4%%4 4mfd4l ^ f444 ff 

mTHR, 144147 30 f4m47 2008 

4. 47. 4. ,47.7.4. ,477, /RRTTllT-21/560 (3),447-4444/2008 - - 
4444T 37f4f444, 1956 47f 4m 560 471 44414 (3) m 3? J4{Uj 
4 4445 m 4? 77441 4t 3f|df t 147 ^4 4R17I 4 4T4 414 ^ 
447TR 47 41^ 41 41 4r«7fd41 47 4m ?77^ 4fmF74T 4174 


2 3 


1. 

8516 

m RmTqfcmr 1^4 vj^r 

2. 

8576 

^714 |^ff444 ^ f447Hl 4lf44 



%mis 

3. 

9616 

44m effe 4^: 471?% 41?44%l4^ 

4. 

10579 

%7l -37l4fmT4 HIRirdd 44)7714 4T|44 



felffe 
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1 2 

3 

5, 13041 

kFTt 3HRi $± FF1FRH IFFRF RTf^T 



6. 13051 

kFF kFFftT Fk kFT RlfFF fdlR>^ 

7. 13081 

FFF FFlkt ^eF FT#F PdPPU 

8. 16775 

kFTf TJFFT kFT^F (RfeFT) PdPH^ 


Ft. Ft. Fk 


FFRFt 7fFF£R 

FRFFt 3TMFFF, 

FTFfeFT 

1956 3tk tFRM^cf FFFfFFT FT fFRF 3 


kFTTR, tRFTFT 30 P<FH1. 2008 

F. 560 ( 5)/2008—FFFFt 3TfafFFF, 1956 F>t FKI 560 Ftt 
FRFRT ( 5) Ft 3FpFRI F RcT^gRI W TJFRT Rt FTrft' t fFT 
fdHfdftsid FRqM FT RTF 3TFF Tf3RFT t 3?R 

IFF FRRfdFi pciFpid ?t t :— 

FTF tT*h£*H FRFFT F7[ FIR 

F. F. 


1. 

29234 

FFF f-F»lPUR FI4do|iK FtFRVTF Rlf^R 
tkfFfe 

2. 

23898 

kFk RFtF ITFtFTt R^ FFFFt^F R#R 

frfffe 

3. 

34887 

tRfk FTtM RFtfFOFF RT^FF PdfH^U 

4. 

5. 

30518 

23564 

kFk %fftf ^IPh^Ro RR TFTFTRrtiFF 
RTSF^F RRFF PdPdF^ 

kFF FFtfe FFFRffFtF FT^F PdPH^ 

6. 

31267 

FFF TftFFRR FIRR^R FddldTdN RRFF 
PdPd>d 

7. 

9405 

kFF UdPddl W MFfe 

8, 

37723 

tFFt RTTF-^FT RRRRFfed F^fFF RT#F 

ri _ r: _'j_ 

R1TRF? 

9. 

39845 

kFk ^RHR FtF f^y+dcF RlfFF PdPPi^ 

10. 

7505 

kFF RRFt FFFtkFF RlfFR PdP^4 

11. 

23184 

RlfFFF fFFFF RT^R Mi&Z 

12. 

13. 

23585 

35324 

^FTt ftFFF-kFT twtfFFF FlfkF Pdfdd^ 

HFk FFIFhH FTFcFFT FiktFF 

fdfFfe 

14. 

33005 

kFF FtFtfFF ^FFtFff'jft FT#F fdp4^ 

15. 

32808 

FFFf 3F.RF.Ft. FTFFFFT FT^F 


Ft. Ft. R$ 
FFRFt TpFFJR 


FiH’il STfkfFFR 1956 3pR fdHidPsid FRRfFFf Ft fFRF k 
^RTTR, tRFTFT 5 FFFTt 2008 

F. 560 (3);'FRRT/2008--FTRFt 3TfRfFFR, 1956 Fit FR7 
560 Ftt FFFRT (3) FT RRFTR k UdRgRT FI? TJFFT Ft RTTFt f 
fFT ^F FRFI F RtF RTF Ft 3TFFTF FT Ftk Rt R^ FFRfFFT ^ 
FIR RFFt RTFFyF FFFF Rft?fci F Pd U, RR Ft, TpRFR Ft FFF fRF 
FTR*t 3tk FFF FFFfFFt PfrPcTF FR Ft FTRRt:— 



F^FI +1 dlF 

F. Ft. 


1 2 

3 


1. 

13034 

kFk krkR? FtfsFT ftIff PdPn^ 

2. 

13117 

kek art fi^ff ^^3 ft^ff 

3. 

13083 

FfF FFTFt FtFFffeF 91^4 

fdfFRF 

4. 

13024 

FFTt Ft.Ft.Ft. FTf^F RF FTtf^RT ^RT 

. r f c JiA 

5. 

12320 

ksF FFR FTF^ F5kd f^TRt'F FT^ 
Pdfa^ 

6. 

13460 

FFRf "t^fFR FTR^tfaFF RR FFFfFjjFFRF 
PdPM2^ 

7. 

13303 

kFTt RF. t FTFF ^FT RT^F fFTtfe 

8. 

13280 

kFTt RTfFT fFFFTF RTfFJ PdPH^ 

9. 

13256 

r ,r:.Vv, 

10. 

16081 

kFTt FTfFjtFT RFFR1FF Rlf^F [dP-iti-S 

11. 

16613 

kFF tRTtRT RF R^Pild RTfk? 

PdPH^ 

12. 

16818 

kFk FF ^FHdl^rF R#kF PdPH^R 

13. 

16938 

Mm FTRlffFF RT#F M% 

14. 

16241 

FFt Ri3f Vimz fdPF^ 

15. 

13314 

kFTt ^RR R^FtF RRfTFF R?fe RRFF 
PdPH^ 

16. 

13181 

tplRt RTF RHt (RFFTF) yilPi m&Z 

17. 

13187 

kFTt dPiPRii FIFF RfFFi Pdf-HiS 

18, 

13022 

kFTt RtF klRRFt ^feFT RT#F fdPH^-S 

19. 

12315 

kFk RtF ^tFFTFF R^ FdfRTfR RTt^F 
Id \HiS 

20. 

12544 

tet FTFT 'RllpMFR RI^FF PdPHiS 

21. 

12556 

kek FRlkkRT Ft. Rlfka felHHS 


9 -426 G1/2008 
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1 

9 

3 

^ ? 

12430 

T#ft '^IPh^Po ^y^PtiG yi^e 
p;l In 3? 


i 3050 

TTtfeW "34? ^4 TTT^7faft7S 

24. 

12613 

tpgr? Plf^ 74473^47 yi^k Prints 

25. 

17617 

T47471 fm 44FR^T4 30^7 PhIm^S 

26. 

12627 

TT71T1 eftTTTPT PiPto^ 91^6 PnPHd3 

7 7 

13403 

■tei irq.^i.TTTl, 4^J^7 (^4T) 3T[^7 
!6lfHp3 

28. 

3! 829 

t^ 7474 4# 'Ttt 7414^94 741^7474 W47 
pHp-fig 

29. 

14728 

14747} "6164174 SeiaPlPiaTI 91^2 PhiVcs 

30, 

16590 

147474 71774 174447 TOFT&4 yi^i PnPPdS 


^r. m ^ 


^Rt ifaTeTC 

<*hU^ 


[^111—35^1 

TfXT ^ Tf^ Wt 3^ ^ ^rfer wi 

?t 4tO/Tt:-- 

■q THTJ^TP + w ^ =FI TO 
74. 


1 2 

1. 34311 

2. 33239 

3. 34058 

4. 34382 

5. 34230 

6. 34324 

7. 34194 

8. 33145 

9. 34090 


rpTP? f?if fm^Tl 9i^<i mTh2? 

347TOf734 tm &1 3IT^ r^pHiS 


■&TR4 ^"^Hr Hi'-hlcO t/PfTT 1 717743 

1^7444 STR^jni. felffe 

747471 3TT37pJ^ t7TR7=R 91^4 

IQ i i *4 65 

trttoI i4T^ 

fapHiS 

7446^^2 

RriPHfe 


■Sfrcq^t 37TTOTO, 1956 3?f< M^K'lPao ^^Mriai ^ h 

^fTTHT, f<TO4 12 ■smft 2009 

U 7t^.7.^./cf74./%£/560 (3)/WW2009--TOHl 
1956 7H TO 560 ^ 3WTO (3) ^ 3 

TT^g TTT ^Tf XTTPfT rfr TO? 7 f* 4417174 ^ ^ ^ ^ 

7T 71 71 wrni ^ to W 11 ^ ^ ^ 


!0. 34897 

11. 21728 


ihrrr 37| iPife uV-^iTI 37^7 
fdPnfe 

TOP (f^TI) PrP-iis 

Ti. 77. 4ST4TO 
77 q-iHnP Tf^TT^P: 

cb 3t774 
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SUPREME COURT OF INDIA 

New Delhi, ihe 1st December 2008 

No. F.6/2008-SCA(I)—Smt. Nanki Moorjani, Of'fg. 
Assistant Registrar has retired from the service of the 
Registry of the Supreme Court of India with effect from the 
alternoon of November 30, 2008 on her attaining the age of 
superannuation. 


The spelling in the name of “Smt. Sika Sarkar” at S. 
No. 15 may be read as “Smt. Shikha Sarkar”. 

Y. P. SINGH 
Deputy Director (Admn.) 


CENTRAL BUREAU OF INVESTIGATION 


VIMAL KUMAR YADAV 
Additional Registrar 


The 5th January 2009 

No. F.6/2009- SCA(1)— Shri P. K. Sur, Offg. Assistant 
Registrar has retired from the service of the Registry of the 
Supreme Court of India with effect from the afternoon of 
December 31, 2008 on his attaining the age of 
superannuation. 


VIMAL KUMAR YADAV 
Additional Registrar 


The 6th January 2009 

No. F.20/2009-SCA(I)—Hon'ble the Chief Justice of India 






owi 


urn 


?rs 


mu 


Registry to the posts and with effect from the date mentioned 
against each until further orders:— 


SI Name & Designation Post to which 

Me promoted & Date 


1 Sh. Chiu 

Branch OlTicer/Courl 
Master (Non-Shorthand) 

2 Sh. uovind Singh 
Branch OPicer/Courl 
Master (Non-Shorthand) 

3. Sh. Arun Kumar Jain 
Branch OtTicer/Court 
Master iNon-Shorthand) 

4 Smt Suncct Mahajan 
Sr. Court Assistant/ 
liditor of Paper Books 


w.e.f. 5. L2.2008 (AN) 


Officiating Assistant Registrar 
w.e.f. 5.12.2008 (AN) 


Officiating Assislanl Registrar 
w.e.f. 5.12.2008 (AN) 


Officiating Branch Officer 
w.e.f. 5.12.2008 (AN) 


VIMAL KUMAR YADAV 
Additional Registrar 


DIRECTORATE OF ENFORCEMENT 

New Delhi-110003, the 5th January 2009 

No. A-4/12/05—With reference to Notification No. A-4/ 
12 05 dated 24.09.2008, the words “Inspectors of Centra] 
Excise & Customs;Income-Tax/Police Officials 1 ' may be read 
as “Inspectors/Superintendents of Central Excise & 
Customs/Inspector of lncome-Tax/Police Officials”. 


New Delhi-110003, the 7th January 2009 

No. DPPERS. 1/2009/003/3/36/97—The President is 
pleased to appoint Shri Sunder Lai, Sr. Public Prosecutor, 
CBI as Dy. Legal Adviser in the CBI with effect from the 
forenoon of 18.12,2008 and until further orders. 

S. J. M. GILLANI 
Supdt. of Police (Pers.) 


MINISTRY OF HOME AFFAIRS 
DIRECTORATE GENERAL, CRPF 
New' Delhi-110003, the 2nd January 2009 


No. O-II-5795/2009-Pers(AC)—Consequent on 
acceptance of notice of Voluntary' Retirement from service, 
Shri Joy Kuriakose, Assistant Commandant (IRTA : 5795) of 
110 Bn CRPF, relinquished the charge of his post on the 
forenoon of 1st December 2008. Accordingly, he has been 
struck off the strength of this department with effect from 
the same date i.e. 01.12.2008 (FN). 


RAMESH CHANDRA 
DIG (Pers) 


No. O-II-4585/2009-PF-Pers-1—-Consequent on 
acceptance of his notice dated 22.08.2008 for Voluntary 
Retirement from Government Service by the Competent 
Authority, Shri J. K. Kotnala, Dy. Commandant (1RLA: 4585) 
of 03 Bn, has relinquished his post on 01.01.2009 (FN). 
Accordingly, his name stands deleted from the strength of 
the force with effect from 01.01.2009 (FN). 

RAMESH CHANDRA 
DIGP (Pers) 


The 5th January 2009 

No. O-II-3794/08-Pers(MOs)—The President is pleased 
to appoint Dr. Rajesh Kumar Gupta (IRLA-7717) as Medical 
Officer (Assistant Commandant) in Central Reserve Police 
Force in the pay scale of Rs. 15,600—39,100/- plus Grade 
pay Rs. 5,400/- in temporary capacity from the forenoon of 
30.10.2008 till further order. He is posted to 121 Bn, CRPF. 

RAMESH CHANDRA 
DIGP (Pers) 
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No. O-II-3723/07-CRC(MOs)—Consequent on 
acceptance of his resignation from service by the competent 
authority, Dr. Manish Rat, M. O. (IRLA-7022) 13 7 Bn, CRPF 
has handed over charge on 30.05.2008 (AN). Accordingly, 
his name stands deleted from the rolls of the Force from 
30.05.2008 (AN). 

RAMESH CHANDRA 
DIG (Pers) 


l 2 

3 

4 

5 

2. P. Sreekrishnan 

Senior 

30.1 1.08 

CISF Unit, 

(Voluntary) 

Commandant 

(AN) 

•RSP 

Rourkcla 

3. Nathu Ram 

Senior 

30.1 1.08 

CISF HQrs 

(Superannuation) 

Commandant 

(AN) 

RAPS/HWP 

Kota 


Sd/- ILLEGIBLE 
Director General/CISF 


No. 0-II-3608/2008-Pers.l—The Govt, of India have 
appointed Shri Devendra Kumar Pathak, IPS (AM : 79) as 
Inspector General of Police in CRPF in the pay scale of 
Rs. 18,400-500-22,400/- (pre-revised) on deputation basis 
for a period of five years from the date of assumption of 
charge of the post or until further orders, whichever event 
takes place earlier. 


Tty* officer accordingly took over the charge of the 
post of Inspector General of Police, CRPF in the forenoon 
of 11.11.2008. 


RAMESH CHANDRA 
DIGP (Pers) 


New Delhi-110003, the 6th January 2009 

No. P.III-2/2009-ORG—Consequent on his retirement from 
Government Service on attaining the age of superannuation, 
Shri G. Narayana (IRLA-5759) of Group Centre, CRPF, 
Hyderabad has relinquished charge of the post of Adm. 
Officer in the afternoon of 30.09,2008. 

R. N. Ml SR A 
DIG (Organisation) 


DfRECTORATE GENERAL 
CENTRAL INDUSTRIAL SECURITY FORCE 
New Delhi-03, the 30th December 2008 

No. E-28017/1 /Noti/2008/Pers.11/2251—Consequent upon 
voluntary retirement under Rule 48-A of CCS (Pension) 
Rules 1972 and retirement from Govt, service on attaining 
the age of superannuation, the following C1SF officers had 
relinquished the charge of the post from the date and Unit/ 
HQrs as shown against each:— 


SI. Name ui’ the GO’ 

s Post Held 

Date 

Unit 

No. 




1 2 

3 

4 

5 


Slin/Srnl. 

, i’arcap Singh DIO tLocal 30.! ! OX CISF HQrs 

{Superannuation) rank) (AN) 


The 5th January 2009 

No. E-38013/A DIG (Up Graded)/2008/Pers.I/09—In 
pursuance of Government’s decision on the 
recommendations of Sixth Pay Commission, the President is 
pleased to upgrade all the posts of Additional Deputy 
Inspector General in Central Para Military Forces to the 
post of DIG in the pay band PB-4 (Rs. 37,400—67,000/-) 
with grade pay of Rs. 8,900/- w.e.f. 01.01.2006 as conveyed 
by MHA, (Police Finance Wing) vide O. M. No. 11.-27012/ 
14/2008-PF.l dated 16th October 2008. Pursuant to above 
referred O. M. dated 16.10.2008 of MHA, the following Add!. 
DIsG of CISF have been upgraded to the post of DIG 
accordingly with effect from the date mentioned against 
their names :— 


SI. 

Name of the 

Date of 

Remarks 

No. 

Officer 

upgradation 




as DIG 


1 

2 

3 

4 


S/Shri 

1. K. D. Dhankar 01 01.2006 


2. D. S. Rawat 01.01.2000 


3. D. B. Raj 

01.01.2006 

Retired on 31.01.06 

4. S. L. Prasad 

01.01.2006 

Retired on 31.01.07 

5. Y. N. Sharma 

01.01.2006 


6. Sovakar Nayak 

01.01.2006 


7. D. C. Suraj 

01.01.2006 


8. K. Y. Dasu 

01.01.2006 

Retired on 31.08.08 

9. G. L. Khichi 

01.01.2006 


10. K. R. Speake 

01.01,2006 

Retired on 30.06.08 

IT P. K. Mondal 

01.01.2006 

Retired on 31.01.06 

12. S. N. Kaul 

01.01.2006 


13. D. S. Murdcshwar 

01.01.2006 

Sought VRS 

wcf 03.07.08 (AN). 

14. Ajit Singh 

01.01.2006 

On deputation to 
10CL, Panipat and 
repatriated to CISF 
wcf 05.12.2008. 
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! 2 

3 4 

S'Shri 

15, Sanjay Kumar 

01.01.2006 Tendered technical 

resignation w.e.f. 
i 1.06.08 on 
absorption in EPL 
Chennai 

16. Anil Kumar 

01,01,2006 

17 Ved Prakash 

23.03.2006 

iS, S. N, Duggai 

23.03.2006 Retired on 30.04.07 

i9. Manik Mukherjee 

04.07.2006 

20. S, C Mishra 

28,06.2006 

21. A. N. Mahapalra 

02.04.2007 

22, G. S. Nair 

01.04.2008 

2J A, S Chelladurai 

08.06.2008 

24 Jagbii Singh 

01.09.2008 (AN) 

25. S, A, Naeern 

01,09.2008 (AN) 

26. Sa tv it Sindhu 

01.09.2008 (AN) 

2 ?, V !’. Prabhu 

19.09.2008 (FN) 

2 8. Udayan Banerjee 

01.09.2008 (AN) 

29, S S, Sandhu 

03.09.2008 (FN) 

30. San]it Das 

02.09.2008 (AN) 

3! H K Sharma 

Gi.09.2008 (AN) On deputation 
with I. B. 

Sd/- ILLEGIBLE 
Director General/CISF 


INDIAN AUDIT AND ACCOUNTS DEPARTMENT 

OFFICE OF THE ACCOUNTANT GENERAL (A&E), 
WEST BENGAL 

Calcutta-700001, the 26th December 2008 

N o. W M - I/Q-5 5 (G )/Vol. 11/2610-2613—Under the orders of 
the Accountant General (A&E), West Bengal the following 
Divisional Accounts Officer Grade-I are hereby promoted 
as Senior Divisional Accounts Officer in the pay band 
PB-3 Rs. 15,600—39,100/- and Grade PayRs. 5,400/- in the 
temporary and officiating capacity with effect from 
01.01.2009 or the date of assumption of charge whichever 
is later as Senior Divisional Accounts Officer in the present 
Division till further orders. They will be on probation for a 
period of 2 (two) years from the date of promotion. Such 
promotion is in the interest of the public service:— 


The above named officers may submit their option under 
F. R, 22(I)(a)(I) within one month from the date of taking 
over charge as Sr. D. A. O. for fixation of his pay on 
promotion. 

Sd/- ILLEGIBLE 
Sr. Dy. Accountant General (A/cs & VLC) 

No. WM-L'Q-73(G)/VoI.IV/2614-2616—Under the orders 
of the Accountant General (A&E), West Bengal the following 
Divisional Accounts Officer Grade-II is hereby promoted as 
Divisional Accounts Officer Grade-I in the pay band PB-2 
Rs. 9,300—34,800/- and Grade Pay Rs. 4,800/- in the 
temporary and officiating capacity with effect from 
01.01.2009 or the date of assumption of charge whichever 
is later as D. A, O. Grade-I in the present Division till further 
orders. He will be on probation for a period of 2 (two) years 
from the date of promotion. Such promotion is in the interest 
of the public service. 

SI. No. Name 

1. Sri Badal Chandra Bhowal 

The above named officer rnay subit his option under 
F. R. 22(I)(a)(l) within one month from the date of taking 
over charge as D. A. O. Grade-I for fixation of his pay on 
promotion. 

Sd/- ILLEGIBLE 
Sr. Dy. Accountant General (A/cs & VLC) 


MINISTRY OF MINES 

INDLA.N BUREAU OF MINES 

Nagpur, the 31st December 2008 

' No. A-19011/214/2008-Estt./APP—Shri S. V. Ramanan, 
Junior Mining Geologist, Indian Bureau of Mines, Chennai 
has relinquished charge on the afternoon of 31.10.2008 on 
attaining the age of superannuation. 

D. KUMARSWAMI 
Administrative Officer 


The 6th January 2009 

No. A-19011/226/2008-Estt./APP—Shri A. 7. Sutaone, 
Suptdg. Officer (Ore Dressing), Indian Bureau of Mines, 
Nagpur has relinquished charge on the afternoon of 
30.11.2008 on attaining the age of superannuation. 

D. KUMARSWAMI 
Administrative Officer 


SI. No. Name 


GEOLOGICAL SURVEY OF INDIA 


1. Sri Prabhas Chandra Das 

2. Sri Debangshu Ghatak 


Kolkata-16, the 2nd January 2009 

No. 55A/A-32013/2-DDG (Geophy.)/2008-09/19B—On the 
recommendations of the Departmental Promotion Committee, 
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the President is pleased io approve the appointment of the 
following Director (Geophysics) (Selection Grade) in 
Geological Survey of India as Deputy Director General 
(Geophysics) on promotion in G. S. I. on pay according to 
Rules in the scale of pay of Rs. 18,400-500-22,400/- with 
effect from the dates mentioned against each until further 
orders subject to the outcome of the pending court cases 
and the pending litigation before the Supreme Court of India. 


SI. Name of the Officials 

Date of taking over 

No. 

charge as Dy. Director 


General (Geophy.) 

1. Sri S. G. Gaonkar 

01.09.2008 (AN) 

2 Sri Arnab Kumar Das 

01.09.2008 (AN) 


KARTIKEYA. VERMA 
Administrative Officer Gr.I 
for Director General 


Kolkata-700016, the 9th January 2009 

No. 120 1.) A -19011 /(1 - S D)/07/19 A—The President is 
pleased to appoint Smt. Satinder Dhillon, Assistant Geologist 
Grade-1, Geological Survey of India to the post of Geologist 
(Jr.) (Group *A\ Gazetted) in the same department in the 
pay scale of Rs. 8,000-275-13,500/- in a temporary capacity 
with effect from the forenoon of 24.12.2007 until further 
orders. 

D. T. SYIEML1EH 
Director (Personnel & Administration) 
for Director General 


BABHA ATOMIC RESEARCH CENTRE 
Mumbai-85, the 2nd January 2009 

No. PD 7( 11) 2008-R-IV/(DS)/100—The President is 
pleased to appoint Shri Keshav Krishna Vaze, a 
Outstanding Scientist pay band Rs. 37,400—67,000/- + grade 
pay Rs. 12.000 - (pre-revised scale of pay Rs. 22,400— 
24,500 -) of the Bhabha Atomic Research Centre as 
Distinguished Scientist in the pay band of Rs. 75,500— 
80.000/- * grade pay Nil (pre-revised scale of pay Rs. 24,050— 
26,000/-) in the same Research Centre with effect from the 
forenoon of September 15, 2008, in an officiating capacity, 
until further orders. 

N. D. SHARMA 

Controller 


No. PD'7( 12) 2008-R-1V/(OS)/100—The President is 
pleased to appoint the undermentioned Scientific Officers/ 
Engineers Grade TE pay band Rs. 37,400—67,000 - t grade 
pay Rs. 10,000/- (pre-revised scale of pay Rs. 18,400— 
22,400/-) of the Bhabha Atomic Research Centre as 
Outstanding Scientist in the pay band of Rs. 37,400— 


67,000/- + grade pay Rs. 12,000/- (pre-revised scale of 
pay Rs. 22,400—24,500/-) in the same Research Centre with 
effect from the forenoon of September 15, 2008, in an 
officiating capacity, until further orders. 


SI. No. Name of the Officer 

1. 

Dr. Jose Paul Panakkal 

2. 

Shri Ramesh Koul 

3. 

Dr. Dasarathi Das 

4. 

Shri Yatindra Kumar Taly 

5. 

Shri Trilok Singh 

6. 

Dr. Pradip Kumat Tewari 

7. 

Shri Satish Kumar Munshi 

8. 

Dr. Arun Kumar Sharma 

y. 

10. 

hjuii vltLm.ua ivUiuai laHtii 

Dr. Gursharan Singh 

11. 

Dr. Bhagawantrao Narasingrao Jagatap 

12. 

Dr. Vivek Kumar Mago 

13. 

Shri Kami esh N ilka nth Vyas 

14. 

Dr. Vinod Kumar Suri 

15. 

Shri Chopde Anil Yeshwant 

16. 

Dr. Sundararaman Mahadevan 

17. 

Shri Kaniyampadiekal Narayanan Sudhakarun Nair 

18. 

Shri Bhaskar Kumar Sen 

19. 

Dr. Pallippattu Krishnan Vijayan 

20. 

Shri Satyabrata Sarkar 

21. 

Sim Ram Charan Shamia 

22. 

Shri Arun Kautik Zope 

23. 

Shri Bharadhwaj Ganapathy 

24. 

Dr. Ram Kumar Singh 

25. 

Dr. Shiv Kumar Gupta 

26. 

Shri Kanwar Raj 


N. D. SHARMA 
Controller 


HEAVY WATER BOARD 

Mumbai-400094, the 5th January 2009 

No. HWB/UT(8)-Tal/2008/022—Chief Executive. Heavy- 
Water Board appoints Shri Yeruru Ramanjaneyulu, Upper 
Division Clerk, BRIT, Navi Mumbai as Assistant Personnel 
Officer in the Pay Band of Rs. 9,300-—34,800 - + Grade Pay 
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Rs. 4,200/- in Heavy Water Plant (Talcher) with effect from 
the forenoon of November 11, 2008 until further orders. 

K. V. PILLAJ 
Administrative Officer-Ill 


BOARD OF RADIATION AND ISOTOPE TECHNOLOGY 

Navi Mumbai-400705, the 3rd January 2009 

No. BRII 9 17/ALJG/08 10-The President is pleased to 
appoint the undermentioned Scientific Officers/Engineers 
t irade ‘F of ihe Board of Radiation & Isotope Technology 
of the Department of Atomic Energy as Scientific Officers/ 
Engineers Grade ‘G’m the Pay Band of Rs. 37,400—67,000/- 
with Grade Pay of Rs. 8,900/- in the same unit with effect 
from the forenoon of August 01, 2008 until further orders. 

SI. No. Name 

1. Shri Amirul Islam 

Y Chl-i UDr.wYt, C-n 

ijjiii j ivUoi4 DHvailava 

A. K. KOHL! 
Chief Exec utive 


1 

2 

3 

4 

3. Sh. 

D. D. Pathak 

Div. XI, Jodhpur 

21,08.08 

4. Sh. 

A. N. fiwari 

Div. XV, Kolkala 

21.10.08 

5 Sh. 

A. J. Mathew 

Div. IV, Chennai 

29.08.08 

6 . Sh. 

V. Anjaiah 

Div. XIV, Bangalore 

19.11.08 

7. Sh. 

N. K. Sharma 

Div. XVI, Bareilly 

05,09.08 

8 . Sh. 

Balwant Ram 

Div. 11, Ambala 

01.(19,08 

9. Sh. 

Bhopal Singh Rathore 

Div. XII, Bhopal 

03.1 1.08 

! 0. Sh. 

Nathulal Meena 

Div. 1, Ahamedabad 

22.08.08 


They will be on probation for a period of two years from 
the date of their joining which can be extended by the 
competent Authority at his discretion, if considered 
necessary. 

S. K. SINHA 
Director Administration 

MINISTRY’ OF COMPANY AFFAIRS 

OFFICE OF THE REGISTRAR OF COMPANIES 

In the matter of the Companies Act, 1956 and of 
the following Companies 


No. BR17/9/17/AUG/08/11—The President is pleased to 
appoint the undermentioned Scientific Officers/Engineers 
Grade ‘E’ oi the Board of Radiation & Isotope Technology 
of the Department of Atomic Energy as Scientific Officers/ 
Engineers Grade ’F in the Pay Band ofRs. 37,400—67,000/- 
with Grade Pay oi Rs. 8,700/- in the same unit with effect 
from the forenoon of August 01, 2008 until further orders:— 


Patna, the 31st December 2008 

No.ROC/PAT/560(3)/2618.—Notice is hereby given 
pursuant to sub-section (3) of Section 560 of the Companies 


Act, 1956 that 


.... +1^^ 

me vApu j 


■v-C |U? 
j i Iju 


>nths 


t hfi / I nta 
i UIV, UUIC 


hereof, the names of the following companies unless cause is 
shown to the contrary, will be struck off the register and the 
said companies will be dissolved:— 


SI. No. Name 

1. Shri Rangrao Ram chan dr a Jagtap 

2, Dr. Prabhanjan Kumar 

SI. 

No. 

1 

Regd. 

No. 

2 

Name of the Company 

3 

A. K. KOHLJ 

1. 

10626 

M/'s Crowm Consultancy Private Limited 

Chief Executive 

2. 

5531 

M/s. Lok Sahara Economy India Limited 

M INISTRY OF WATER RESOURCES 

CENTRAL GROUND WATER BOARD 



K. S. P RAD HAN 
Registrar of Companies 
Bihar & Jharkhand 


NH-1V, Faridabad, the 31st December 2008 


No. 8-20/2006-Engg. Estt/467—On the recommendation 
ol the DPC (Group TY Gazetted), the following officers have 
been promoted to the Post ot Driller-in-Charge Group ‘B’ 
(Gazetted) in the pay band PB-2-9,300—34,800/- plus Grade 
pay Rs. 4,800/- (Pre-revised scale of Rs. 7,500-250-12,000/-) per 
month plus usual allowances applicable thereon in the 
temporary' capacity from the date shown as under :— 


SI. Name of Officer 

Place of 

Date of 

No 

posting 

Joining 

! 2 

3 

4 

1. Sh. Ainu] Haque 

Div. VI, Nagpur 

10.10.08 

2. Sh. K. R. Parushotham 

Div. IV, Chennai 

24.10.08 


In the matter of Companies Act, 1956 and of 
M/s. Shree Ramaniya Steels Private Limited 

Ahmedabad, the 5th January 2009 

No. 560(3) MCA/RoC-Ahmedabad'sec 560/2009/00427/ 
!6194.—Notice is hereby given pursuant to Sub-section (3) 
of Section 560 of the Companies Act, 1956 that at the 
expiration of three months from the date hereof the name of 
M/s. Shree Ramaniya Steels Private Limited unless cause is 
shown to the contrary', will be struck off the register and the 
said company will be dissolved. 

KAMAL HARJAN1 
Asstt. Registrar of Companies 
Gujarat, Dadra and Nagar Haveli 
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In the matter of the Companies Act, 1956 and of 
M/s. Kolwan Gel Laboratories Private Limited 

Pune-411004, the 30th June 2008 

No. 176/560/5/301(0—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Kolwan Gel Laboratories Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Omkar Exports Private Limited 

Pune-411004, the 30th June 2008 

No. 173/560/5/302(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Omkar Exports Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Spem Engineering Private Limited 

Pune-411004, the 30th June 2008 

No. 175/560/5/303(0—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Spem Engineering Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KAT KAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Opal Software Solutions Private Limited 

Pune-411004, the 30th June 2008 

No. 188/560/5/304(0—Notice is hereby given pursuant to 
sub-sect ion (5) of Section 560 of the Companies Act, 
195 6 that the name of M/s. Opal Software Solutions Private 
Limited has tins day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Pesak Industrial Projects Private Limited 

Pune-411004, the 30th June 2008 

No. 164/560/5/305(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Pesak Industrial Projects Private 
Limited has this day been struck off the register and the 
said company is dissolved, 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Soni Auditoriums Private Limited 

Pune-411004, the 30th June 2008 

No. 170/560/5/306(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Soni Auditoriums Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Poona Farms Engineering Private Limited 

Pune-411004, the 30th June 2008 

No. 156/560/5/307(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Poona Farms Engineering Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Poona Wool and Pelt Private Limited 

Pune-411004, the 30th June 2008 

No. 162/560/5/308(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Poona Wool and Pelt Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the matter of the Companies Act, 1956 and ol 
M s. Jeevan Mitre Vastu Bhandar Private Limited 

Pune-41 1004, the 30th June 200S 

No 148/560/5/309(0- Notice is hereby given pursuant to 
sub-section (5) of Section 560 of. the Companies Act, 
]956 that the name of M/s. jeevan Mitre Vastu Bhandar 
Private l imited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Phadke Constructions Company Private Limited 

Pune-411004, the 30th June 2008 

No. 139/560/5/313(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Phadke Constructions Company 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Mavfair Food Industries Private Limited 

Punc-411004, the 30th June 2008 


rMiT'cmm tq 


\ () taS/W5/3 i0(i)—Notice is hereby given pursua 
sub-section'(5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Mayfair Food Industries Private 
Limited has this day been struck uff the register and the 
said company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and o 
M/s. Amit Autolines Private Limited 


Pune-411004, the 30th June 2008 


\; n 481/560/5/314(1)-—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act 
1956 that the name of MY. Amit Autolines Private Limiter 
has this day been struck off the register and the said 
romnanv is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and ot 
M/s. Harshal Developers Private Limited 

Pune-411004, the 30th June 2008 

No 143/560/5/3 i l(i)—Notice is hereby given pursuant w 
sub-section (5) of Section 560 of the Companies Act, 
19^6 that the name of M/s. Harshal Developers Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Precision Organic Agro Private Limited 

Pune-411004, the 30th June 2008 

No 474/560/5/315(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name ofM/s. Precision Organic Agro Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Rushikesh Enchem Private Limited 

Pune-411004, the 30th June 2008 

No 146 / 560 / 5 / 3 12(0—-Nolice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
195 6 that the name of M/s. Rushikesh Enchem Plicate 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and ot 
M/s. Jay Lokshakti Distribution Private Limited 

Pune-411004, the 30th June 2008 

No 472/560/5-016(i>—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act. 
1956 that the name of M/s. Jay Lokshakti Distri uuon 
Private Limited has tins day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the matter of the Companies Act, 1956 and of 
M/s. Ray-One Atomobiles Private Limited 

Pune-4II004, the 30th June 2008 

No. 4 /1/560/5/317(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act 
1906 that the name of M/s. Ray-One Automobiles Private 
Limited has this day been struck off the register and the 
said company is dissolved. 


In the matter of the Companies Act, 1956 and of 
M/s. Sunder Network Marketing Private Limited 


' o. 6 '560,5/32l(i) Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 

„ 956 ^* at the name of M/s. Sunder Network Marketing 
rivate Limited has this day been struck off the register and 
the said company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of die Companies Act, 1956 and of 
M s, Jas Joy Network Private Limited 

Pune-411004, the 30th June 2008 

~ nuikL hereby given pursuant t( 

sub-section (5) of Seclion 560 of the Companies Act 
9.16 that the name of M/s. Jas Joy Network Private Limiter 
has this day been .struck off the register and the saic 
company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M s. Nandan Dairy Private Limited 

Pune-411004, the 30th June 2008 

No. 401,560. 1/319(i> Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act 
1 916 that the name of M/s. Nandan Dairy Private Limited 
has this day been struck off the register and the said 
company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Shree Sai Compu-Forms Private Limited 


; 'o. -tuo, j, .iz.^0' jMOtice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 

956 that the name of M/s. Shree Sai Compu-Forms Private 
Limited has this day been struck off the register and the 
said company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. M-Growth FX Net Private Limited 

Pune-411004, the 30th June 2008 

No. 464/560/5/323(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. M-Growth FX Net Private 
Limited has this day been struck off the register and the 
said company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
Mn. Kalpana Gas Appliances Marketing Private Limited 

Pune-411004, the 30th June 2008 

No. 46, ,560,5 320(i) Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act 
9i6 that the name of M/s. Kalpana Gas Appliances 
larkeling Private Limited has this day been struck off the 
register and the said company is dissolved. 

V. P. KATKAR 
Registrar ot Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Shivkrupa Stone Works Private Limited 

Pune-411004, the 30th June 2008 

No. 459/560/5/324(1)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act " 
1956 that the name of M/s. Shivkrupa Stone Works Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the matter of the Companies Act, 1956 and of 
M's. Yogesh Sales Private Limited 

Pune-411004, the 30th June 2008 

No. 22/560/5/325(1)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Yogesh Sales Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Akiyo Engineers Private Limited 

Pune-411004, the 30th June 2008 

No. 558/560/5/329(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Akiyo Engineers Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the mailer of the Companies Act, 1956 and of 
M/s. Crystal Habitat Private Limited 

Pune-411004, the 30th June 2008 

| Ml. H.LVMMT .h .V m I) : \ Ol I I.k' HCICM V VMVtT.M Ml i » >1 J<11 j I I l) 

sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Crystal Habitat Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Vasant Property Developers Private Limited 

Pune-411004, the 30th June 2008 

No. 5.04/560/5/330(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Vasant Property Developers 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Singbal Marketing Private Limited 

Pune-411004, the 30th June 2008 

No. 452/560/5/327(1)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Singhal Marketing Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. R KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Acacia Consultancy Private Limited 

Pune-411004, the 30th June 2008 

No. 535/560/5/33 l(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Acacia Consultancy Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Telepathy Communications Private Limited 

Pune-411004, the 30th June 2008 

No. 664 / 560 / 5 / 328 ( 1 )-—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Telepathy Communications 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Nomic Systems Private Limited 

Pune-411004, the 30th June 2008 

No, 532/560/5/332(0—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Nomic Systems Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the mailer of the Companies Act, 1956 and of 
Ms. San vino Marketing Private 1. united 

Pune-411004, the 30th June 2008 

No, 525 560,5/333(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Sanvino Marketing Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M s. Grandeur Constructions Private Limited 

Pune-411004, the 30th June 2008 

Net. 520 , 560/j/334(i)—Notice is hereby given puisuunt io 
sub-section (5) of Section 560 of the Companies Act. 
1956 that the name of M/s. Grandeur Constructions Private 
1 .untied has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 

In the matter of the Companies Act, 1956 and of 
M ; s. Orion Technologies Private Limited 

Pune-411004, the 30th June 2008 

No. 515 560 5 335(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
19c6 that the name of M/s. Orion Technologies Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M's. Matrix Webtech (India) Private Limited 

Pune-411004, the 30th June 2008 

No. 512• 5<■»()'5/336(,i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of (be Companies Act, 
! 95 o that the name of M/s. Matrix Webtech (India) Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. p. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Gurukripa Caterers Private Limited 

Pune-411004, the 30th June 2008 

No. 509/560/5/337(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act. 
1956 that the name of M/s. Gurukripa Caterers Private 
Limited has this day been staick off the register and the 
said company is dissolved. 

V. P. KAT KAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Versatile Information Technologies Private Limited 

Pune-411004, the 30th Jane 2008 

No. 506/560/5/338(i)—Notice is hereby given pursuant io 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Versatile Information 
Technologies Private Limited has this day been struck off 
the register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act. 1956 and of 
M/s. Poona Plasto Pack Private Limited 

Pune-411004, the 30th June 2008 

No. 568/56Q/5/339(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Poona Plasto Pack Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Gokul Milk Products Private Limited 

Pune-411004, the 30th June 2008 

No. 573/560/ 5/340( i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Gokul Milk Products Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the; matter of the Companies Act, 1956 and of 
M/s. Castle Innovations Private Limited 

Pune-411004, the 30th June 2008 

No. 602/560/5/34 l(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Castle Innovations Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 3956 and of 
M/s. Susyan Computer Printers Private Limited 

Pune-411004, the 30th June 2008 

No. 63/560/5/345(1)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Susyan Computer Printers 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Yashraj Marketing Private Limited 

Pune-411004, the 30th June 2008 


In the matter of the Companies Act, 1956 and of 
M/s. Ecoline Development Engineers Private Limited 

Pune-411004, the 30th June 2008 


No. 601/560/5/342(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s, Yashraj Marketing Private 
Limited has this day been struck off the register and the 
said company is dissolved. 


No. 61/560/5/346(0—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Ecoline Development Engineers 
Private Limited has this day been struck off the register and 
the said company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of In the matter of the Companies Act, 1956 and of 

M/s. Sandcsh Network Marketing Private Limited M/s. Heend Exports Private Limited 


Pune-411004, the 30th June 2008 


Pune-43 1004, the 30th June 2008 


No. 256A60/5,A4VA—Nritirp is hereby oivpn rMirCMorif f/v 

^ ~ ‘ J ip tv VVJ- 

sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Sandesh Network Marketing 
Private Limited has this day been struck off the register and 
the said company is dissolved. 


No. 17/560/5/347(i)—Notice is hereby given pursuant, to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Heend Exports Private L imited 
has this day been struck off the register and the said 
company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M s. KGP Constructions Private Limited 

Pune-411004, the 30th June 2008 

No. 255/560/5/344{i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. KGP Constructions Private 
Limited has. this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Parvati Leather and Allied Products Private Limited 

Pune-411004, the 30th June 2008 

No. 41/560/5/348(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Parvati Leather and Allied 
Products Private Limited has this day been struck off the 
register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the matter of the Companies Act, 1956 and of 
M/s. Universal Erasers Private Limited 

Pune-411004, the 30th June 2008 

No. 34560/5/349(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of tbe Companies Act, 
1956 that the name of M/s, Universal Erasers Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 

In the matter of the Companies Act, 1956 and of 
M/s. Choksey Sugar Company Private Limited 

Pune-411004, the 30th June 2008 

xt,. t n ■■ c a ■■ c Deo/:\ __ ___ .. A 
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sub-section (5) of Section 560 of the Companies Act. 
1956 that the name of M/s. Choksey Sugar Company Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M's. Jilani Promotors Private Limited 

Pune-411004, the 30th June 2008 

No. 18/560/5/351(0—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Jilani Promoters Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Megha Land Estate Developers Private Limited 

Pune-411004, the 30th June 2008 

No. 455/56(J/5/352(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1 956 that the name of M/s. Megha Land Estate Developers 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Thor at Developers Private Limited 

Pune-411004, the 30th June 2008 

No. 485/560/5/353(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Thorat Developers Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Rajani Import Export Private Limited 

Pune-411004, the 30th June 2008 

Jvj p 472/560/5/354(1 )—is hereby given pursuant io 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Rajani Import Export Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 

In the matter of the Companies Act, 1956 and of 
M/s. Indus Krishi-Organics and Petroleum Limited 

Pune-411004, the 30th June 2008 

No. 453/560/5/355(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Indus Krishi-Organics and 
Petroleum Limited has this day been struck off the register 
and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Antrix Solutions Private Limited 

Pune-411004, the 30th June 2008 

No. 365/560/5/356(i)—Notice is hereby given pursuant to 
sub-section (5) of Sectton 560 of the Companies Act, 
1956 that the name of M/s, Antrix Solutions Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KAT KAR 
Registrar of Companies 
Maharashtra 
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In the matter of the Companies Act, 1956 and of 
M/s. Atcon Agro-Tech Import Export Private Limited 

Pune-411004, the 30th June 2008 

No. 238/560/5/357(i)—Notice is hereby given pursuant to 
sub-section (5) ot Section 560 of the Companies Act, 
1956 that the name ot M/s. Atcon Agro-Tech Import Export 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Vishwajeet Engineers Private Limited 

Pune-411004, the 30th June 2008 

No. 14/560/5/361 (i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Vishwajeet Engineers Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter ot the Companies Act, 1956 and ot In the matter of the Companies Act, 1956 and of 

M/s. Alpha Sapience Services Private Limited M/s. Prasanna Air Controls Private Limited 


Pune-411004, the 30th June 2008 


Pune-411004, the 30th June 2008 


No. 81/560/5/358(0—Notice is hereby given pursuant to 


sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Alpha Sapience Services Private 
Limited has this day been struck off the register and the 
said company is dissolved. 


No 391/560/5/36210.Notice - herehv 
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sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Prasanna Air Controls Private 


Limited has this day been struck off the register and the 
said company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Alliance Telesoft Private Limited 

Pune-411004, the 30th June 2008 


In the matter of the Companies Act, 1956 and of 
M/s. Unity Referral Marketing Private Limited 

Pune-411004, the 30th June 2008 


a ejuomi ivv 


No. 451/560/5/359(1)- Notice 
sub-section (5) ol Section 560 of the Companies Act, 


6 * 


1956 that the name of M/s, Alliance Telesoft Private Limited 
has this day been struck off the register and the said 
company is dissolved. 


mv. 408/560/5/363(i) Notice is hereby given pursuant io 
sub-section (5) of Section 560 of the Companies Act, 
1956 that tile name of M's. Unity Referral Marketing Private 
Limited has this day been struck off the register and the 
said company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Cippy Fertiliser Marketing Company Private Limited 

Pune-411004, the 30th June 2008 

No. 96/560/5/360(i)—Notice is hereby given pursuant to 
sub-section (5) ot Section 560 of the Companies Act, 
1956 that the name of M/s. Cippy Fertiliser Marketing 
Company Private Limited has this day been struck off the 
register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/'s. Samasa Auto Electronics Private Limited 

Pune-411004, the 30th June 2008 

No. 415/560/5/364(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Samasa Auto Electronics Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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I n the matter of the Companies Act, 1956 and of 
M/s. Scaad Organochem Private Limited 

Pune-411004, the 30th June 2008 

No. 525.560/5/365(i)---Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Scaad Organochem Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
Ms. Multidimensional Information Computing Services 
Private Limited 

Pune-411004, the 30th June 2008 

No. 471/560 5'3u6(i)—Notice is hereby given pursuant 10 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Multidimensional Information 
Computing Services Private Limited has this day been struck 
off the register and the said company is dissolved. 

V. P KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M s. Circuit Image Creators (India) Private Limited 

Pune-411004, the 30th June 2008 

No. 526/56 0 A 3 6 7 (i) —Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 ihai the name of M/s. Circuit Image Creators (India) 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 

lit the matter of the Companies Act, 1956 and of 
M 's. P and G Bottling and Beverages Private Limited 

Pune-411004. the 30th June 2008 

No. 473/560/5/368(i)--Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
i 9 5 6 that the name of M/s. P and G Bottling and Benerages 
Private 1 imited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Clarion Software Private Limited 

Pune-411004, the 30th June 2008 

No. 124/560/5/369(i)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1 956 that the name of M/s. Clarion Software Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V, P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Prarugo Chemie Private Limited 

Pune-411004, the 30th June 2008 

No. 03/560/5/370(1)—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Prarugo Chemie Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Cloroll Chemicals (India) Private Limited 

Pune-411004, the 30th June 2008 

No. 514/560/5/37 ] ( 0-—Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Cloroll Chemicals (India) Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Acme Trade and Services Private Limited 

Pune-411004, the 30th June 2008 

No. 517/560/5/372(1)—Notice is hereby given pursuant tu 
sub-section (5) of Section 560 of the Companies Act, 
19 56 that the name of M/s. Acme Trade and Services 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the matter of the Companies Act, 1956 and of 
M/s. Vanrai Orchards Private Limited 

Pune-411 004, the 30th June 2008 

No. 519/560/5/373(i).—Notice is hereby given pursuant 
to sub-scction (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Vanrai Orchards Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Savi Cotfabs Private Limited 

Pune-411 004, the 30th June 2008 

No. 521/560/5/374(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Savi Cotfabs Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Ananksha Packers Private Limited 

Pune-411 004, the 30th June 2008 

No 534''560'5/375(i),—Notice is herehv given pursuant 
to sub-scction (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Ananksha Packers Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In die matter of the Companies Act, 1956 and of 
M/s. Prason Foods Private Limited 

Pune-411 004, the 30th June 2008 

No. 500/560/5/376(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Prason Foods Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Karma Engineering and Consultants Private Limited 

Pune-411 004, the 30th June 2008 

No. 535/560/5/377(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Karma Engineering and 
Consultants Private Limited has this day been struck off the 
register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 

In the matter of the Companies Act, 1956 and of 
M/s. Muanj Exports and PharmaceuticaIs Manufacturing 
Private Limited 

Pune-411 004, the 30th June 2008 

No. 482/ 56Q/5/37S(n).—?NoiiCcr is Hereby pursumu 

to sub-section (5) of Section 560 of the Companies Act, 
195 6 that the name of M/s. Muanj Exports and 
Pharmaceuticals Manufacturing Private Limited has this day 
been struck off the register and the said company is 
dissolved. 

V. P. KATKAR 
Registrar of Companies 

a iiui uouci a 

In the matter of the Companies Act, 1956 and of 
M/s. Cargo Domain Private Limited 

Pune-411 004, the 30th June 2008 

No. 049/560/5/379(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Cargo Domain Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Geniiteks Computer Services Private Limited 

Pune-411 004, the 30th June 2008 

No. 028/560/5/380(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Geniiteks Computer Sendees 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


13 -426 G1/2008 
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In the matter of the Companies Act, 1956 and of 
M s. Maxworih Surgimed Private Limited 

Pune-411 004, the 30th June 2008 

No. 094 560/5/381 (i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Maxworth Surgimed Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M s. Matrix Intelligent Services Private Limited 

Puue-411 004, the 30th June 2008 

\(i 1 55 560/5 ■ ?>8?(t)—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Matrix Intelligent Services 
Private Limited has tins day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Montage Software Creations Private Limited 

Pune-411 004, the 30th June 2008 

No, 177/560/5/385(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Montage Software Creations 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Tote Info tech Private Limited 

Pune-411 004, the 30th June 2008 

No. 188/560/5 386(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Tote Infotech Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M s. Sanap Hotels Private Limited 

Pune-411 004. the 30th June 2008 

No. 093"560.5 383(i). Notice is hereby given pursuant 
lo sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Sanap Hotels Private Limited 
lias this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Why Not Virtual.Com Private Limited 

Pune-411 004, the 30th June 2008 

No. 191/560/5/387(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Why Not Virtual.Com Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. S. I). Multiple Cold Storage India Private Limited 

Pune-411 004, the 30th June 2008 

No. 449-560/5/384(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. S. D. Multiple Cold Storage 
India Private Limited has this day been struck off the register 
and the said company is dissolved. 

V. V. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Cube Technologies Private Limited 

Pune-411 004, the 30th June 2008 

No. 450/560/5/388(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Cube Technologies Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the matter of the Companies Act, 1956 and of 
M/s. Solfab Exports Private Limited 

Pune-41 1 004, the 30th June 2008 

No. 543/560. 5/389(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Solfab Exports Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Vicche India Private Limited 

Pune-411 004, the 30th June 2008 

No. 566/56Q/5/39Q(j). — Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Vicche India Private Limited has 
this day been struck off the register and the said company 
is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 

in the matter of the Companies Act, 1956 and of 
M/s. Sarathi Technocrats Private Limited 

Pune-411 004, the 30th June 2008 

No. 709/560/5/391 (j)—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Sarathi Technocrats Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 

In the matter of the Companies Act, 1956 and of 

M/s. Savoir Faire Technologies Private Limited 

Pune-411 004, the 30th June 2008 

No. 706/560/5/392(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Savoir Faire Technologies 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s, Sovitro Trading and Services (India) Private Limited 

Pune-411 004, the 30th June 2008 

No. 704/560/5/393(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Sovitro Trading and Services 
(India) Private Limited has this day been struck off the 
register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Safe Water Technologies Private Limited 

Pune-411 004, the 30th June 2008 

No. 683/560/5/394(0.—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Safe Water Technologies Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Chemotech Equipments and Consultants 
Private Limited 

Pune-411 004, the 30th June 2008 

No. 020/560/5/395(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Chemotech Equipments and 
Consultants Private Limited has this day been struck off the 
register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Kawar Appliances Private Limited 

Pune-411 004, the 30th June 2008 

No. 665/560/5/396(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Kawar Appliances Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 



270 


THE GAZETTE OF INDIA, JANUARY 24, 2009 (MAGHA 4, 1930) 


[Part III— Sec. 1 


In the matter of the Companies Act, 1956 and ot 
M's, Mother’s Touch Pharmaceuticals and Foods 
Private Limited 

Pune-411 004, the 30th June 2008 

No. 252/560/5/397(i)--Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Mother's Touch Pharmaceuticals 
and Foods Private Limited has this day been struck off the 
register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. ACE Moulds and Dies Private Limited 

Pune-411 004, the 30th June 2008 

No. 663/560.5/398(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. ACE Moulds and Dies Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Dazel Hotels and Resorts Private Limited 

Pune-411 004, the 30th June 2008 

No. 425/560/5/399(i).—Notice is hereby given pursuant 
10 sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Daze) Hotels and Resorts 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Nutri Foods Private Limited 

Pune-411 004, the 30th June 2008 

No. 660. 560/5/400(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 

1956 that the name of M/s. Nutri Foods Private Limited has 
this day been struck off the register and the said company 

is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Blue Flame Equipments Private Limited 

Pune-411 004, the 30th June 2008 

No. 032/560/5/40l(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Blue Flame Equipments Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Glorious Shares and Stock Private Limited 

Pune-411 004, the 30th June 2008 

No. 331/560/5/402'i\—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Glorious Shares and Stock 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Chinoy Farms Private Limited 

Pune-411 004, the 30th June 2008 

No. 162/560/5/403(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Chinoy Farms Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Saratech Equipments Private Limited 

Pune-411 004, the 30th June 2008 

No. j 22/560/5/404(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Saratech Equipments Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the matter of the Companies Act, 1956 and of 
M/s. Sahastrarjun Marketing Private Limited 

Pune-411 004, the 30th June 2008 

No. 078/560/5/405(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1 956 that the name of M/s. Sahastrarjun Marketing Private 
Limited has tins day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Gracevel Erectors Private Limited 

Pune-411 004, the 30th June 2008 

No. 160/560/5/409(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Gracevel Erectors Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Eden Properties and Estates Private Limited 


In the matter of the Companies Act, 1956 and of 
M/s. Dnyan Infotech Private Limited 


Pune-411 004, the 30th June 2008 


Pune-411 004, the 30th June 2008 


No. !99/560/5'406(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Eden Properties and Estates 
Private Limited has this day been struck off the register and 
the said company is dissolved. 


No. 131/560/5/410(0.—-Notice is licrcby 


nv£>r» nnri'i 


to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Dnyan Infotech Private Limited 
has this day been struck off the register and the said 
company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Miracle Software Designs Private Limited 

Pune-411 004, the 30th June 2008 

No. 761/560/5/407(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Miracle Software Designs 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Harmoney Creations Limited 

Pune-411 004, the 30th June 2008 

No. 052/560/5/411 (i),—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Harmoney Creations Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. S. D. S. Engineering Private Limited 

Pune-411 004, the 30th June 2008 

No. 760/560/5/408(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. S. D. S. Engineering Private 
Limited has this day been struck off the register and the 
said company is dissolved. 


In the matter of the Companies Act, 1956 and of 
M/s. Coolex Radiators Private Limited 

Pune-411 004, the 30th June 2008 

No. 153/560/5/412(i).—-Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M's. Coolex Radiators Private Limited 
has this day been struck off the register and the said 
company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P KATKAR 
Registrar of Companies 
Maharashtra 


14—426 G1/2008 
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In the matter of the Companies Act, 1956 and of 
M/s. Bhima Milk Industries Private Limited 

Pune-411 004, the 30th June 2008 

No. 157/560/5'413(i).— Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Bhima Milk Industries Private 
Limited has this day been stmek off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M s. Parsuaders Advertising Private Limited 

Pune-411 004, the 30th June 2008 

No. 537/ nmv n/ 4! is hereby jjrvcn pursuant 

to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Parsuaders Advertising Private 
Limited has tins day been struck off the register and the 
said company is dissolved. 

V. P. RATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Aares Controls Private Limited 

Pune-411 004, the 30th June 2008 

No. 235/5bO/5/415(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Aares Controls Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
Vi s. Shree Modheshwari Neoils and Allied Products 
Private Limited 

Pune-411 004, ihe 30th June 2008 

No. 237/560. 5/416(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Shree Modheshwari Neoils and 
Allied Products Private Limited has this day been struck off 
the register and the said company is dissolved. 

V/ P. RATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Banktaran.Com Private Limited 

Pune-411 004, the 30th June 2008 

No. 066/560/5/417(ij.—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Banktaran.Com Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. RATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Onkar Media Services Private Limited 

Pune-411 004, the 30th June 2008 

No. 240 560/5/418(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 th^t the name of M/s. Onkar Media Services Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Helios Resorts Private Limited 

Pune-411 004, the 30th June 2008 

No. 126/560/5/4I9(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Helios Resorts Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Dhanvantari Surgical Products Private Limited 

Pune-411 004, the 30th June 2008 

No. 115/560/5/420(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Dhanvantari Surgical Products 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the matter of the Companies Act, 1956 and of 
M/s. CN1 Concept Private Limited 

Pune-411 004, the 30th June 2008 

No. 110/560/5/421 (i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. CNI Concept Private Limited 
has this day been struck off the register and the said 
company is dissolved, 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Shrirang Distributors and Exhibitors Private Limited 

Pune-411 004, the 30th June 2008 

No. 102/560/5/422(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Shrirang Distributors and 
Exhibitors Private Limited has this day been struck off the 
register and the said company is dissolved. 

V. P KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Prime Infolutions Private Limited 

Pune-411 004, the 30th June 2008 

No. 087/560.0/423(t).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Pnme Infolutions Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Meprotech Coating (India) Private Limited 

Pune-411 004, the 30th June 2008 

No. 409/560/5 424(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Meprotech Coating (India) 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Mrinmayee Health Care Private Limited 

Pune-411 004, the 30th June 2008 

No. 381/560/5/425(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act. 
1956 that the name of M/s, Mrinmayee Health Care Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Amconz Infracon Private Limited 

Pune-411 004, the 30th June 2008 

No. 347/560/5/426(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Amconz Infracon Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Shriniwas Detergents and Allied Chemical Products 
Private Limited 

Pune-411 004, the 30th June 2008 

No. 329/560/5/427(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Shriniwas Detergents and 
Allied Chemical Products Private Limited has this day been 
struck off the register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Veteran Bio-Security Technologies Private Limited 

Pune-411 004, the 30th June 2008 

No. 314/560/5/428(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
195 6 that the name of M/s. Veteran Bio-Security 
Technologies Private Limited has this day been struck off 
the register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the matter of the Companies Act, 1956 and of 
M/s. Shubh-Laxmi Gases Private Limited 

Pune-411 004, the 30th June 2008 

No. 228/560/5/429(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Shubh-Laxmi Gases Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M'S. Yash Floriteck Private Limited 

Pune-411 004, the 30th June 2008 

No. 223/560/5/4 3 () (i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
I 956 that the name of M/si Yash Floriteck Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. M-Con Engineering Systems Private Limited 

Pune-411 004, the 30th June 2008 

No. 159/560/5'431 (i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 thai the name of M/s. M-Con Engineering Systems 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Premier Extrusion Private Limited 

Pune-411 004, the 30th June 2008 

No. 1 >4/560/5/432(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
19s 6 that the name of M/s. Premier Extrusion Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Acl, 1956 and of 
M/s. Biramanes Natraj Hotel Private Limited 

Pune-411 004, the 30th June 2008 

No. 153/560/5/433(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Biramanes Natraj Hotel Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Radha Motels Private Limited 

Pune-411 004, the 30th June 2008 

No. 152/560/5/434(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Radha Motels Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Omkar Erectors Private Limited 

Pune-411 004, the 30th June 2008 

No. 143/560/5/435(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Omkar Erectors Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Wardekar Papers and Allied Products 
Private Limited 

Pune-411 004, the 30th June 2008 

No. 069/560/5/436(i),—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s, Wardekar Papers and Allied 
Products Private Limited has this day been struck off the 
register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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[n the matter of the Companies Act, 1956 and of 
M/s. Vishwadeep Trading Private Limited 

Pune-411 004, the 30th June 2008 

No. 068/560/5/437(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Vishwadeep Trading Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Chwink Dhillons Estate Developers Private Limited 

Pune-411 004, the 30th June 2008 

No. 842/560/5/44 l(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Chwink Dhillons Estate 
Developers Private Limited has this day been struck off the 
register and the said company is dissolved. 

V. P. KAI'KAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Spark Automotive Services Private Limited 

Pune-411 004, the 30th June 2008 


In the matter of the Companies Act, 1956 and of 
M/s. Elisa Chemlab Private Limited 

Pune-411 004, the 30th June 2008 


No. 065/560/5/438(0.—Notice is hereby given pursuant 
io sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Spark Automotive Sendees 
Private Limited has this day been struck off the register and 
the said company is dissolved. 


No. 839/560/5/442(1). Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/'s. Elisa Chemlab Private Limited 
has this day been struck off the register and the said 
company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 

M/s. Babji Developers and Builders Private Limited 

Pune-411 004, the 30th June 2008 

No. 850/560/5/439(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 

1 956 that the name of M/s. Babji Developers and Builders 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 

In the matter of the Companies Act, 1956 and of 
M/s. Treco Home Appliances Private Limited 

Pune-411 004, the 30th June 2008 

No. 845/560/5/440(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/'s. Treco Home Appliances Private 
Limited has this day been struck off the register and the 
said company ts dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and tif 
M/s. Prolation Technology (India) Private Limited 

Pune-411 004, the 30th June 2008 

No. 296/560/5/443(i).—Notice is herebv given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Prolation Technology (India) 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Phundipalle Textile Mills Private Limited 

Pune-411 004, the 30th June 2008 

No. !81/560/5/444(i). Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Phundipalle Textile Mills Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


15-426 Gl/2008 


THE GAZETTE OF INDIA, JANUARY 24, 2009 (MAGHA 4, 1930) [Pari III.-Sec. 1 


In ihe mailer of the Companies Act, 1956 and of 
M/s. Shreyas Footwear Private Limited 

Pune-411 004, the 30th June 2008 

No. 319/560/5/445(1). -Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Shreyas Footw'ear Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/'s. Draeon Fluid Products Private Limited 

Pune-411 004, the 30th June 2008 

No. 215/560/'5/449(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s, Draeon Fluid Products Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


1 


In the matter of the Companies Act, 1956 and of 
M s. Papillan Hotels Private Limited 

Pune-411 004, the 30th June 2008 

No. 158/ 5 wQ/5 i),—Notice is nnrcumni 

to sub-section (5) of Section 560 of the Companies Act, 
1 956 that the name of M/s. Papillan Hotels Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Chadha Marketing Services Private Limited 

Pune-411 004, the 30th June 2008 
M n fttl _ 

JiTw'VU), Id litit-UV UUldUdlJl. 

to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Chadha Marketing Services 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M s. City Dwellings Private Limited 

Pune-411 004, the 30th June 2008 

No 127/560/5'44 /(i).—Notice is hereby given pursuant 
to sub-seciion (>) of Section 560 of the Companies Act, 
1956 that the name of M/s. City Dwellings Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Antra Management Consultants Private Limited 

Pune-411 004, the 30th June 2008 

No. 015/560/5/451 (i),_Not: cc is licrdvy nj ven purv' n ” f 

to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Antra Management Consultants 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Dilijam Tanners Private Limited 

Pune-411 004. the 30th June 2008 

No. S O.v 560 5 448( i).—Notice is bereFv rmrcnant 
lo sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Dilijant Tanners Private Limited 
has this day been struck off the register and the said 
company is dissolved. 


In the matter of the Companies Act, 1956 and of 
M/s. Silken Fashions Private Limited 

Pune-411 004, the 30th June 2008 


No 862/560/5/45Not*''® '>* -r 

iio. c'SOnwv lO 1ivltu) gcvi.ll puutlulil 

to sub-section (5) of Section 560 of the Companies Act, 
1 956 that the name of M/s. Silken Fashions Private Limited 
has this day been struck off the register and the said 
company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


f 
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In the matter of the Companies Act, 1956 and of 
M/s. Lords Network Marketing Private Limited 

Pune-411 004, the 30th June 2008 

No. 732/560/5/453(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Lords Network Marketing 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. J. D. P. Life Sciences Private Limited 

Pune-411 004, the 30th June 2008 

No. 748/560/5/454(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. J. D. P Life Sciences Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Grahak Mitra Sales Private Limited 

Pune-411 004, the 30th June 2008 

No. 762/560/5/455(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Grahak Mitra Sales Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 

In the matter of the Companies Act, 1956 and of 
M/s. Tuux Infonnatix Private Limited 

Pune-411 004. the 30th June 2008 

No. 681 /560/5 '456(i).—Notice is hereby given parsuant 
to suh-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Tutix Informatix Private Limited 
lias this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Pravara Agro Industries Private Limited 

Pune-411 004, the 30th June 2008 

No, 432/560/5/457(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Pravara Agro Industries Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Bhujbal Engineering Private Limired 

Pune-411 004, the 30th June 2008 

No. 809/560/5/458(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Bhujbal Engineering Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Ulix Advertising and Allied Services Private Limited 

Pune-411 004, the 30th June 2008 

No, 257/560/5/459(i),—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Ulix Advertising and Allied 
Services Private Limited has this day been struck off the 
register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Beam Equipments Private Limited 

Pune-411 004, the 30th June 2008 

No. 788/560/5/460(i).—Notice is .hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Beam Equipments Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the matter of the Companies Act, 1956 and of 
M/s. Fine-Ways Construction Private Limited 

Pune-411 004, the 30lh June 2008 

No. 254/560'5 '461 (i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Fine-Ways Construction Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Baramati Solvent Extractions Private Limited 

Pune-411 004, the 30th June 2008 

No. 790/560/5/465(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Baramati Solvent Extractions 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the mailer of the Companies Act, 1956 and of 
M s. Shraddha Organics Private Limited 

Pune-411 004, the 30th June 2008 


No 066 i ' /< 'fi 0 / ^ / 46 'VP __ 

1 vUV.'v-.iVMl/. i U/ilVV liVtVUY WU1 3114.1 It. 


to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Shraddha Organics Private 
Limited has this day been struck off the register and the 
said company is dissolved. 


In the matter of the Companies Act, 1956 and of 
M/s. Navratna Roadlines Private Limited 

Pune-411 004, the 30th June 2008 


ie'A r. r{\\ m.,- • i i 

) ^ O. / OH'JO'J.'I ). IN mice I*; nnrpmi uivpn mirciiam 

to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Navratna Roadlines Private 
Limited has this day been struck off the register and the 
said company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


ti 


1 


In the matter of the Companies Act, 1956 and of 
M/s. Roopabhavani Poultry Farms Private Limited 

Pune-411 004, the 30th June 2008 


No. 256/560/5/46_KWirp A h an;pn miremont 

^ ~ ^ W * ‘ *■* r wi j-'V*.* o uuk i 

to sub-section (5) of Section 560 of the Companies Act, 
19>6 ihat the name of M/s. Roopabhavani Poultry Farms 
Private Limited has this day been struck off the register and 
the said company is dissolved. 


In the matter of the Companies Act, 1956 and of 
M/s. Solanki Bottles Private Limited 

Pune-411 004, the 30th June 2008 

No. 253/560/5/467(i).-—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Solanki Bottles Private Limited 
has this day been struck off the register and the said 
company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s, Vial Packaging Private Limited 


Pune-411 004, the 30th June 2008 


No. 792,'560/5/46400—Nofit'.e H r—h'• cr"’ 11 " * 

1 “ O */• * ' vuwv gi t pill juam 

to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Vial Packaging Private Limited 
has this day been struck off the register and the said 
company is dissolved. 


In the matter of the Companies Act, 1956 and of 
M/s. Perfect Building Products Private Limited 

Pune-411 004, the 30th June 2008 


nnztC£f\izfAf:of:\ 1 ,, 1 

inu. / / jt —iNuti^c is liereoy given pursuan 
to sub-section (5) of Section 560 of the Companies Act 
1956 that the name of M/s. Perfect Building Products Privati 
Limited has this day been struck off the register and thi 
said company is dissolved. 


4 


A 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the mailer of the Companies Act, 1956 and of 
M/s. Hotel Prabhakar Private Limited 

Pune-411 004, the 30th June 2008 

No. 772/560/5/469(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 (hat the name of M/s. Hotel Prabhakar Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 

In the matter of the Companies Act, 1956 and of 
M/s. Newmens Chemi Plast Private Limited 

Pune-411 004, the 30th June 2008 

Mo X 1 S/S6n/^/470fi^-Mnfipp is h fir ehv [*1 niirSURPf 

to sub-section (5) of Section 560 of the Companies Act, 
1 956 that the name of M/s. Newmens Chemi Plast Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Gulab Packaging Private Limited 

Pune-411 004, the 30th June 2008 

\n 875/560/5/4? 1 (iV—-Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that (he name of M/s. Gulab Packaging Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Dipali Metals Private Limited 

Pune-411 004, the 30th June 2008 

No. 42 7 '560/5 472(i). — Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Dipali Metals Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Pacific Labelling and Printing Private Limited 

Pune-411 004, the 30th June 2008 

No. 833/560/5/473(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Pacific Labelling and Printing 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Par Farms Private Limited 

Pune-411 004, the 30th June 2008 

No. 836/560/5/474(0.—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/'s. Par Farms Private Limited has 
this day been struck off the register and the said company 
is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


in the matter of the Companies Act, 1956 and of 
M/s. Motijug Rubber Private Limited 

Pune-411 004, the 30th June 2008 

No. 855/560/5/475(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Motijug Rubber Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Yogesh Ispat Private Limited 

Pune-411 004, the 30th June 2008 

No. 859/560/5/476(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Yogesh Ispat Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In ilic mailer of the Companies Act, 1956 and of 
MY. Mayaka Horne Products (I) Private Limited 


In the matter of the Companies Act, 1956 and of 
M/s. Hiremath Agro Industries Private Limited 


Pune-411 004, the 30th June 2008 


Pune-411 004, the 30th June 2008 


No. 621 560/5/477(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Mayaka Home Products (I) 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 

In the matter of the Companies Act, 1956 and of 
M/s. Kavera Herbals (India) Private Limited 

Pune-411 004, the 30th June 2008 

No. 622•••560/5/478(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1 956 that the name of M/s. Kavera Herbals (India) Private 
Limited lias this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


No. 565/560/5/481 (i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Hiremath Agro Industries Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies * 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Ashwamedh Hotels Private Limited 

Pune-411 004, the 30th June 2008 

\ v * *\ > r f r : 4 n **/• \ a. t . • * i i 

:\jM ( u.^ }.—in onev is nereoy givcn porsusni 

to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Ashwamedh Hotels Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In ihc matter of the Companies Act, 1956 and of 
Ms. Maury a Hospitality Management's Lueknowi Chat 
Private Limited 

Pune-411 004, the 30th June 2008 


In the matter of the Companies Act, 1956 and of 
M/s. Webopac Applications Private Limited 

Pune-411 004, the 30th June 2008 


:A IQt <\ 

-r , ' yk j. 


Notice is hereby given pursuant 


to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s, Maurya Hospitality 
Management's Lueknowi Chat Private Limited has tins day 
been struck off the register and the said company is 
dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


XI „ ACi'* iC£f\iC <A 

juv// 


jnOuCc is licicuy given pursuant 


to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Webopac Applications Private 
Limited has this day been struck off the register and the 
said company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M s, S and S Path Commercial Sendees Private Limited 

Pune-411 004. the 30th June 2008 

No. 634'560/5/480(i).—Notice is hereby given pursuant 
tii sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s, S and S Paul Commercial 
Services Private Limited has this day been struck off the 
register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Glanz' Technologies Private Limited 

Pune-411 004, the 30th June 2008 

iNu, —in unet? is nereoy given pursuant 

to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Glanz 1 Technologies Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


i 
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In the matter of the Companies Act, 1956 and of 
M/s. Maharashtra Food Industries Private Limited 

Pune-411 004, the 30th June 2008 

No. 066/560/5/485(1).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Maharashtra Food Industries 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Servo Communications Private Limited 

Pune-411 004, the 30th June 2008 

No. 046/560/5/489(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Servo Communications Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Warna Electronics Private Limited 

Pune-411 004, the 30th June 2008 

No. 06.6/560/5/486(1).—Notice is hereby given, pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Warna Electronics Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Kolhapur Electronics Private Limited 

Pune-411 004, the 30th June 2008 

No. 045/560/5/490(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Kolhapur Electronics Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Rattnadeep Fertilizers Private Limited 

Pune-411 004, the 30th June 2008 

No. 063/560/5/48.7(i). Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Rattnadeep Fertilizers Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. B I P Agro Implements Private Limited 

Pune-411 004, the 30th June 2008 

No. 057/560/5/488(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1 956 that the name of M/s. B I P Agro Implements Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Panchgani Resort Hotels Private Limited 

Pune-411 004, the 30th June 2008 

No. 064/560/5/491 (i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Panchgani Resort Hotels Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Avadhoot Plasts and Engineering Works 
Private Limited 

Pune-411 004, the 30th June 2008 

No. 042/560/5/492(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Avadhoot Plasts and 
Engineering Works Private Limited has this day been struck 
off the register and the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 
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In the matter of the Companies Act, 1956 and of 
M/s. Madhuri Paper and Board Private Limited 

Pune-411 004, the 30th June 2008 

No. 323/560/5/493(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Madhuri Paper and Board 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Eminent Pharmaceuticals Private Limited 

Pune-411 004, the 30th June 2008 

No. 287/560/5/497(i).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Eminent Pharmaceuticals Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V, P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Karveer Surgicals Private Limited 

Pune-411 004, the 30th June 2008 

No. 074 560 5 494i l).—Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Karveer Surgicals Private Limited 
has tins day been struck off the register and the said 
company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Purandar Motels Private Limited 

Pune-411 004, the 30th June 2008 


No. 337/560/5/498(1), N< 


nursuar 


to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M's. Purandar Motels Private Limited 
has this day been struck off the register and the said 
company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Devis Hotel Industries Private Limited 

Pune-411 004, the 30th June 2008 

No. 303 560. 5 495(i). -Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Devis Hotel Industries Private 
Limited has this day been stnick off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M/s. Zingade Oil Industries Private Limited 

Pune-411 004, the 30th June 2008 

No. iaO/^AO/S/UQQf .V _N 0 ti, '•f* 1 C diuon mircno 

* w s/ v/v, r ^ \ V . * > w v 1V — »«VI wu W-* O i i. 

to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Zingade Oil Industries Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

V. P. KATKAR 
Registrar of Companies 
Maharashtra 


In the matter of the Companies Act, 1956 and of 
M s. Siddharth Contractors and Promotors 
Private Limited 


In the matter of the Companies Act, 1956 and of 
M/s. Ameya Metacoat Private Limited 


Pune-411 004, the 30th June 2008 


Pune-411 004, the 30th June 2008 


No. 291• 500/5.496(i) Notice is hereby given pursuant 

to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Siddharth Contractors and 
Promotors Private Limited has this day been struck off the 
register and the .said company is dissolved. 


No. 277/560/5/5000).■ Notice is hereby given pursuant 
to sub-section (5) of Section 560 of the Companies Act, 
1956 that the name of M/s. Ameya Metacoat Private Limited 
has this day been stnick off the register and the said 
company is dissolved. 


V. P. KATKAR 
Registrar of Companies 
Maharashtra 


V. P KATKAR 
Registrar of Companies 
Maharashtra 


Part HI—Sec. Ij 


THE GAZETTE. OF INDIA, JANUARY 24, 2009 (MAGHA4, 1930) 


283 


In the matter of the Companies Act, 1956 and of 
M/s. Luit Asian Plastics Private Limited 

Shillong-793001, the 5 th January 2009 

No. 560(3) MCA/RoC-Shillong/sec 560/2009/00587/3219.— 
Notice is hereby given pursuant to sub-section (3) of Section 
560 of the Companies Act, 1956 that at the expiration of 
three months from the date hereof the name of M/s. Luit 
Asian Plastics Private Limited unless cause is shown to the 
contrary, will be struck off the register and the said company 
will be dissolved. 

SWADHIN BAKU A 
Registrar of Companies 
Assam,Tripura, Manipur, Nagaland, 
Meghalaya, Arunachal Pradesh and Mizoram 


In the matter of the Companies Act, 1956 and of 

M/s. E. 1). A. Information Technology Private Limited 

Emakuiam-682 02 i, the 3ist December 2008 

No. 560/13060.—Notice is hereby given pursuant to sub¬ 
section (5) of Section 560 of the Companies Act, 1956 
that the name of M/s. E, D. A. Information Technology 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

AMEERUL MILLATH S. M. 

Registrar of Companies 
Kerala and Lakshadweep 

In the matter of the Companies Act, 1956 and of 
M/s. Xhance Solutions Private Limited 

Emakulam-682 021, the 31st December 2008 

No. 560/18767.—Notice is hereby given pursuant to sub¬ 
section (5) of Section 560 of the Companies Act, 1956 
that the name of M/s. Xhance Solutions Private Limited has 
this day been struck off the register and the said company 
is dissolved. 

AMEERUL MILLATH S. M. 

Registrar of Companies 
Kerala and Lakshadweep 


In the matter of the Companies Act, 1956 and of 
M/s. Moonnupeedika Chits and Finance Private Limited 

Emakulam-682 021, the 31st December 2008 

No. 560/10854.—Notice is hereby given pursuant to sub¬ 
section (5) of Section 560 of the Companies Act, 1956 
that the name of M's. Moonnupeedika Chits and Finance 
Private Limited has this day been struck off the register and 
the said company is dissolved. 

AMEERUL MILLATH S. M. 

Registrar of Companies 
Kerala and Lakshadweep 


In the matter of the Companies Act, 1956 and of 
M/s. Hope-Holistic Health and Wellness Centre 
Private Limited 

Emakulam-682 021, the 31st December 2008 

No. 560/18712.—Notice is hereby given pursuant to sub¬ 
section (5) of Section 560 of the Companies Act, 1956 
that the name of M/s. Hope-Holistic Health and Wellness 
Centre Private Limited has this day been struck off the 
register and the said company is dissolved. 

AMEERUL MILLATH S. M. 

Registrar of Companies 
Kerala and Lakshadweep 


In the matter of the Companies Act, 1956 and of 
M/s. Infozen India Private Limited 

Chennai-600034, the 5th January 2009 

No. 560(3) MCA/RoC-Chennai/sec 560/2008/00476.— 
Notice is hereby given pursuant to sub-section (3) of Section 
560 of the Companies Act, 1956 that at the expiration of 
three months from the date hereof the name of M/s. Infozen 
India Private Limited unless cause is shown to the contrary, 
will be struck off the register and the said company will be 
dissolved. 

PONNUNAMBI NS 
Registrar of Companies 
Tamil Nadu, Andaman and Nicobar Islands 

In the matter of the Companies Act, 1956 and of 
the following Companies 

Bangalore, the 30th December 2008 

No. ROCB/MCA-21/TA-MM/560(3)/2008.—-Notice is 
hereby given pursuant to sub-section (3) of Section 560 of 
the Companies Act, 1956 that at the expiration of three months 
from the date hereof the name of the following companies 
unless cause is shown to the contrary, will be struck off the 
register and the said companies will be dissolved :— 


SI. 

No. 

Company 

No. 

Name of the Company 

1 

2 

3 

1 . 

13379 

M/'s. Autograph (Bangalore) Private Limited 

2. 

30221 

M/s. John Sugars and Allied Products 
Private Limited 

3. 

30217 

M/s. Bloomingdale Hospitalities Private 
Limited 

4. 

25083 

M/s. Ganesh Solutions Private Limited 

5. 

11686 

M/s. P. C. R. Hotels Private Limited 


17-426 G1/2008 
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3 

6. 32980 


M/s. International Testing Services Private 
Limiled 

7. 14454 


M/s, Cm Garments Private Limited 

S. 27666 


M/s. Suryasamudra Finance and Investment 
Limited 

9. 29848 


M/s. Unicontrols Electronics Czech Private 
Limited 

10. 41184 


M/s. Garnet Global Info tech Private Limited 



V.C.DAVEY 
Registrar of Companies 
Karnataka 

In the matter of the Companies Act, 1956 and of 
the following Companies 


Bangalore, the 30th December 2008 

No. ROCB/GEN/560(3)/2008.—Notice is hereby given 
pursuant to sub-section (3) of Section 560 of the Companies 
Act, 1956 tli at ai ihe expiration of three months from the date 
hereof the names of the following companies unless cause 
is shown to the contrary, will be struck off the register and 
the said companies will be dissolved : - 

SI. Company 
v,. \\. 

L > W, , X\). 

Name of the Company 

1 2 



1. 8516 


M/s. Sn Channakeshva Builders Private 
Limited 

2. 8576 


M/s. Sandur Electronics and Systems 
Private Limited 

3. 9616 


M/s. Shyam Leasing & Finance Private 
Limited 

■4. 10579 


M/s. Oedipus Marketing Agencies Private 
Limited 

5. 13041 


M/s. Insight Information Systems Private 
Limited 

6. 13051 


NTs. Bangalore Heart Centre Private Limited 

7. 13081 


M/s. Nagashree Tools Private Limited 

8. 16775 


M/s. Surana Granites (India) Limited 


VC. DAVE Y 
Registrar of Companies 
Karnataka 


In the matter of the Companies Act, 1956 and of 
the following Companies 

Bangalore, the 30th December 2008 

No ROCB/MCA-2l/TA-MM/560(5)/2008.—-Notice is 
hereby given pursuant to sub-section (5) of Section 560 of 


the Companies Act. 1956 that the names of the following 
companies have this day been struck off the register and 
the said companies are dissoved :— 


SI. 

No. 

Company 

No. 

Name of the Company 

1 

2 

3 

I. 

29234 

M/s. e-Corridor Software Solutions Private 
Limited 

2. 

29898 

M/s. Avees Imports & Exports Company 
Private Limited 

3. 

34887 

M/s. Carnegie Associates Private Limited 

4. 

30518 

M/s. Deccan Engineering and Locomotive 
Products Private Limited 



M/s. Nctcentnc lechnologics Private 
Limited 

6. 

31267 

M/s. Greenhire Software Technologies 
Private Limited 

7 

9405 

M/s. Elveety lnfotecli Private Limited 

8. 

37723 

M/s. Plant-Tech Environmental Sendees 
Private Limited 

9. 

39845 

M/s. Bangalore Team Detectives Private 
Limited 

10. 

7505 

M/s. Elpro Components Private Limited 

i i. 

23184 

M/s. Manicka Minerals Private Limited 

12. 

38585 

M/s. Secon-Pec Engineers Private Limited 

13. 

35324 

M s. Enbeon Software Services Private 

Limited 

14. 

33005 

M/s. Provosys Technology Private Limited 

15. 

32808 

M/s. O. S. G. Software Private Limited 


V.C.DAVEY 
Registrar of Companies 

Karnataka 4 


In the matter of the Companies Act, 1956 and of 
the following Companies 

Bangalore, the 5th January 2009 

No. TA/AHN/560(3)/GeneraI/2008.—Notice is hereby 
given pursuant to sub-section (3) of Section 560 of the 
Companies Act, 1956 that at the expiration of three months 
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from the date hereof the names of the following companies 
unless cause is shown to the contrary, will be struck off the 
register and the said companies will be dissolved :— 


SI. 

No. 

Company 

No. 

Name of the Company 

1 

2 

3 

1 

13034 

M/s. Renascence Media Private Limited 

2. 

13117 

M/s. Sri .Sairam Finance and Investment 
Private Limited 

3. 

13083 

M/s. Rashavi Management Consultants 
Private Limited 

4. 

13023 

M/s. G V. G. Finance and Leasing India 
Private Limited 

5. 

12320 

M/s. World Wide Apparel Industries Private 
Limited 

6. 

13460 

M/s. Delecta Cosmetics and Pharma¬ 
ceuticals Private Limited 


13303 

M/s. N. E. Pouch Pack Private Limited 

8. 

13280 

M/s. Plama Silks Private Limited 

9. 

13256 

M/s. Stnclaris Investments and Finance 
Private Limited 

10. 

16081 

M/s. Narasipuriah Exports Private Limited 

11 

16613 

M s. Hirivur Investment and Securities 
Private Limited 

12. 

16818 

M/s. Jas Textiles Limited 

13. 

16938 

M/'s. Moneela Enterprises Private Limited 

14. 

16241 

M/s. Raashi Grachem Private Limited 

1 C 

13314 

M/s. Soomcr Agencies and Real Estate 
Private Limited 

16. 

13181 

M's. Palm Agro (Mangalore) Private Limited 

17. 

13187 

NT's. Teles is South Asia Limited 

18. 

13022 

M/s. Green Gold Tea India Private Limited 

19. 

12315 

M/s. Precth Chemicals and Chlorides Private 
Limited 

20. 

12544 

M/s. Baba Industrial Plastics Private Limited 

21. 

12556 

M/s. Shellya Commercial Company Private 
Limited 

'} 

12430 

M/s. Mouli Engineering Enterprises Private 
Limited 


i 3050 

M/s. Zodiac Dye Chein. Private Limited 

24. 

12613 

M s. Vivid Software Private Limited 


1 

2 

3 

25. 

12612 

M/s. Wish Software Private Limited 

26. 

12627 

M/s. Sriman Sericulture Company Private 
Limited 

27. 

13407 

M/s. M. V. S. Nutech (India) Private Limited 

28. 

31829 

M/s. Glow More Software Services Private 
Limited 

29. 

14728 

M/s. Lolas Electronics Private Limited 

30. 

16590 

M/s. Pals Leisure Comforts Private Limited 


VC. DAVE Y 


Registrar of Companies 
Karnataka 

In the matter of the Companies Act, 1956 and of 
the following Companies 

Bangalore-560 034, the 12th January 2009 

No. ROCB/560(3)/TA/JK/AMS/,2009.—Notice is hereby 
given pursuant to sub-section (3) of Section 560 of the 
Companies Act, 1956 that at the expiration of three months 
from the date hereof the names of the follow ing companies 
unless cause is shown to the contrary, will be struck off the 
register and the said companies will be dissolved : — 


Si. 

1MU. 

Company 

No. 

Name of the Company 

1 . 

34311 

M/s. Geo Minerals Private Limited 

2. 

33239 

M/s. Alpha-Rich Granites Private Limited 

3. 

34058 

M/s. Sivavignesh Agro Impex Private 
Limited 

4. 

34382 

M/s. Varasiadi Consumer Marketing 
Services Private Limited 

5. 

34230 

M/s. R. B. M. Distribution Private Limited 

6. 

34234 

M/'s. Arctic Hi-Cool Systems Private Limited 

7. 

34194 

M/s. Setkari Plant Biotech Private Limited 

8. 

33145 

M/s. Combat Security Services Private 
Limited 

9. 

34090 

M/s. Wulfenite Network India Private 
Limited 

10. 

34897 

Mi s. Third Eye Integrated Solutions Private 
Limited 

11. 

21728 

M/'s. Gulf Communications (India) Limited 


A. M. SRISD1 tARAN 
Dy. Registrar of Companies 
Karnataka 
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